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Rules and Regulations 


Title 21—FOOD AND DRUGS 

Chapter I—Food and Drug Adminis¬ 
tration, Department of Health, Edu¬ 
cation, and Welfare 

SUBCHAPTER C—DRUGS 

(DESI 0-320J 

PART 148e—ERYTHROMYCIN 

Confirmation of Effective Date of Or¬ 
der Repealing Provision for Certifi¬ 
cation of Erythromycin-Polymyxin B 
Combination Products for Otic 
Administration 

An order was published In the Federal 
Register of September 26. 1969 ‘34 F.R. 
14821). amending the antibiotic drug 
regulations to repeal provision for certi¬ 
fication of erythromycin gluceptate- 
polymyxln B sulfate-benzocaine for otic 
solution and erythromycin sulfate-poly¬ 
myxin B sulfate-pramoxine hydro¬ 
chloride otic solution. The order repealed 
$5 148e.20 and 148e.21 and revoked all 
antibiotic certificates issued thereunder. 

Pursuant to provisions of the Federal 
Food. Drug, and Cosmetic Act (secs. 502, 
507. 52 Stat. 1050-51. as amended, 59 
Stat. 463. as amended; 21 U.S.C. 352, 
357) and under authority delegated to 
the Commissioner of Food and Diugs 
(21 CFR 2.120), notice is given that no 
objections were filed to the above- 
identified order. Accordingly, the amend¬ 
ments promulgated thereby became ef¬ 
fective November 5, 1969. 

Firms affected by the order will be al¬ 
lowed 30 days after publication hereof in 
the Federal Register to recall outstand¬ 
ing stocks of the affected drugs. Certi¬ 
fication of new stocks has been discon¬ 
tinued. 

Dated: December 4,1969. 

Herbert L. Ley. Jr.. 

Commissioner of Food and Drugs. 
]FJL Doc. 09-14733; Filed, Dec. 11. i960; 
8:45 am.] 

Title 14—AERONAUTICS AND 
SPACE 

Chapter I—Federal Aviation Admin¬ 
istration, Department of Transpor¬ 
tation 

SUBCHAPTER C—AIRCRAFT 
(Airworthiness Docket No. 68-WE-12-AD; 

Amdt. 39-8911 

part 39—AIRWORTHINESS 
DIRECTIVES 

Boeing 707/720 Series Aircraft 

Amendment 39-640 (33 F.R. 11976), 
AD 68-17-8, as amended by Amendment 
39-670 (33 F.R. 15411), as amended by 
Amendment 39-852 (34 F.R. 15290). re¬ 
quires inspection for cracks, and repairs 
as necessary, of the lower wing skin. 


inboard of the inboard nacelle at the 
front spar on the Boeing 707 and 720 
series aircraft. 

The Air Transport Association has 
advised that the use of the dye penetrant 
method, as an alternative method of AD 
compliance for performance of the first 
inspection required in accordance with 
Boeing Service Bulletin 1995 (Revision 
7), or later FAA-approved revisions, will 
provide an adequate level of safety. In¬ 
formation now* available, based on oper¬ 
ators* experience, establishes that the use 
of the dye penetrant method is accept¬ 
able as an Initial inspection. The AD is 
being amended to provide for a one time 
initial inspection by means of either the 
eddy current or the dye penetrant tech¬ 
nique; compliance times are not being 
altered. 

Since this amendment provides for an 
alternative means of compliance and 
imposes no additional burden on any 
person, notice and public procedures 
hereon are unnecessary and the amend¬ 
ment may be made effective in less than 
30 days. 

In consideration of the foregoing and 
pursuant to the authority delegated to 
me by the Administrator (31 F.R. 13697), 
5 39.13 of Part 39 of the Federal Aviation 
Regulations. Amendment 39-690 as 
amended by Amendments 39-670 and 
39-852. is further amended as follows: 

(c) Inspect the lower wing skin for cracks 
emanating from the attachments of tho front 
spar support fitting w noted In Figure I of 
Boeing Service Bulletin 1995 (Revision 7) 
dated August 20. I960, or Inter FAA-approvcd 
revisions, at the times specified In <h), (1), 
(J). or (k) as appropriate, and. If cracks are 
found, repair prior to further flights per 
(g). The Initial Inspection must be accom¬ 
plished either by means of a dye penetrant 
technique or In accordance with the eddy 
current Inspection technique described by 
8J3. 1903 (Revision 7) or later FAA-approved 
revisions, or an equivalent inspection ap¬ 
proved by the Chief, Aircraft Engineering 
Division, FAA Western Region. The eddy 
current inspection technique described by 
S B. 1995 (Revision 7) or later FAA-approved 
revision, or an equivalent FAA-approved in¬ 
spection technique, must be used far all in- 
spec Uons thereafter. 

(d) On those aircraft which have not had 
the drag fitting trimmed and the fairing 
attach angle modified in accordance with 
Boeing Service Bulletin 1095 (Revision 7) or 
later FAA-approved revisions, within the next 
400 hours (for 720 Series) or 600 hours (for 
707 Series) time In service after tho ©ffccUvc 
date of this AD and thereafter at Intervals 
not to exceed 800 hours (for 720 8ertes) or 
1.200 hour* (for 707 8crt«| time In service, 
inspect for cracks In the lower wing skin, 
emanating from the forward fastener for 
the drag fitting and from the fasteners for 
tho fairing attach angle as noted in Figure 1 
of Boeing Service Bulletin 1006 (Revision 7) 
or later FAA-approved revisions, at the 
threshold times as spoclfled In (h). (1), (J), 
or (k) as appropriate The Initial Inspection 
must be accomplished either by means of a 
dye penetrant technique or by use of eddy 
current Inspection techniques described In 
S B. 1995 (Revision 7), or later FAA-approved 


revisions, or an equivalent inspection ap¬ 
proved by the Chief. Aircraft Engineering 
Division. FAA Western Region The eddy cur¬ 
rent inspection technique described by S B. 
1995 (Revision 7) or lAter FAA-approved re¬ 
vision. must be used for all Inspections there¬ 
after. If cracks are found emanating forward 
from the drag fitting fastener, rework the 
drag fittings, doubler and skin, prior to fur¬ 
ther flight In accordance with Boeing Service 
Bulletin 1995 (Revision 7) or later FAA- 
approved revision, or In accordance with an 
equivalent rework or modification approved 
by the Chief, Aircraft Engineering Division. 
FAA Western Region. 

This amendment Is effective December 
16, 1969. 

(Secs. 313(a). 601. 603. Federal Aviation Act 
of 1958. 49 U.8.C. 1354(a), 1421. 1423; sec. 6 
(c). Department of Transportation Act. 49 
U.S.C. 1655(c)) 

Issued in Las Angeles, Calif., on 
December 4. 1969. 

Lee E. Warren, 

Acting Director. Western Region. 

|FR Doc. 69-14738: Filed. Dec. 11. 1960; 

8:45 am.) 


SUBCHAPTER E—AIRSPACE 

| Alrspac© Docket No. 60-SW-42] 

PART 75—ESTABLISHMENT OF 
JET ROUTES 

Alteration of Jet Route 

On September 10.1969. a notice of pro¬ 
posed rule making was published in the 
Federal Register (34 F-R. 14227) stating 
that the Federal Aviation Administra¬ 
tion was considering an amendment to 
Part 75 of the Federal Aviation Regula¬ 
tions that would extend Jet Route No. 
52 from Greater Southwest. Tex., to 
Denver. Colo. 

Interested persons were afforded an 
opportunity to participate in the pro¬ 
posed rule making through the submis¬ 
sion of comments. All comments received 
were favorable. 

In consideration of the foregoing. Part 
75 of the Federal Aviation Regulations 
is amended, effective 0901 G.m.t., Feb¬ 
ruary 5. 1970. as hereinafter set forth. 

In 5 75.100 <34 Fit. 4856) the caption 
of Jet Route No. 52 is amended by delet¬ 
ing "Greater Southwest, Texas" and sub¬ 
stituting "Denver. Colo.," therefor: and 
in the text. Jet Route No. 52 "From 
Greater Southwest, Texas, via" is de¬ 
leted and "From Denver. Colo., via 
Lamar. Colo.; Liberal, Kans : INT Liber¬ 
al 137° and Ardmore, Okla.. 309* radials; 
Ardmore; Greater Southwest, Texas;" is 
substituted therefor. 

(Sec. 307(a). Federal Aviation Act of 1058. 
49 U8.C. 1348; sec 6(c). Department of 
Transportation Act. 49 U S.C. 1655(c)) 

Issued in Washington, D.C.. on Decem¬ 
ber 8. 1969. 

H. B. Helstrom. 

Chief . Airspace and Air 
Traffic Rules Division . 

I F.R. Doc. 69-14739; Filed. Dec. 11. 1969; 

8:46 ajn.| 
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RULES AND REGULATIONS 


SUBCHAPTER F—AIR TRAFFIC AND GENERAL OPERATING RULES 

lReg. Docket No. lOOOO; Arndt. 070] 

part 97—STANDARD INSTRUMENT APPROACH PROCEDURES 
Miscellaneous Amendments 

The amendments to the standard Instrument approach procedures contained herein are adopted to become effective when 
Indicated In order to promote safety. The amended procedures supersede the existing procedures of the same classification 
now In effect for the airports specified therein. For the convenience of the users, the complete procedure is republished in this 
amendment indicating the changes to the existing procedures. 

As a situation exists which demands immediate action in the interests of safety in air commerce. I find that compliance 
with the notice and procedure provisions of the Administrative Procedure Act is impracticable and that good cause exists 
for making this amendment effective within less than 30 days from publication. 

.. of the foregoing and pursuant to the authority delegated to me by the Administrator (24 FJR. 5662). Part 07 

<14 OR Part 97 > is amended as follows: 

1 By amending J 97.11 of Subparl B to amend low or medium frequency range OL/MF). automatic direction finding 
(ADF> and very high frequency omnirange (VOR» procedures as follows: 

STaM>A* 4» INBTRCMEKT APPROACH I»*i>C*DCft« -TfMI NDB <ADF> 

“«*• **•***"•» m» b>f<w»atwr*airportriavaUon. 


tinfaw 

nun 


H iw ln*j«m.mt owiroadi pwodiu*of tha aliove t ypet» Qooffncfad at Ihehcfaw named airport, It etiall b* In accordant vrifli lhr following hwtrurmmt approach procedure. 
Aptrftnidi U conducted In oooordaiico with i» dlflwwit procedure Sic auclt aifporl uiitJiariiM by Uw A<!minis!calcic, lnltlul airpioorlw^ dudi bo uiAiu ovet tuca'lUrd 
Mlnliuum all if nd it* dm!l conrepund with thooc wublfaholi fur on n.utr opmiikm In tha particularuto or aa wt toctU Iwfaw 


Tnuurtilon 


Crtllof rim! visibility minimum* 


From— 


To— 


Alleghany VOK.. . MrKwapart It Ha 

m 1*1 Mi‘K«w|virt KHu 


Coun* and 
dlnunnr 


.Direct_ 
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2>onglro> or few 

Morn than 
Awidnr, 

more thru 
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Condition 
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tliaafiS 
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MM 
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300 1 

30Q 1 
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WM 
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sooiH 
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400 1 

400 1 

400*1 


I'lfjrrdurr turn H otil* of cm. OmC* Outhnd. 275* luhtui, within 10 mile*. 

Minimum ottuude over facility oil final approach ct». 3000'. 

O* xnd distance. MKP RRn to airport. 279*—04 mllw; OM to Airport. J!Y— 1.2 mUr*. 

11 vlsMinl contact »pt iwUldhihorl aunn dewvnt to nutborired lauding minimum* oc If landing uof aocouipilaJird within 0.3 mile* after poo* lug Mr Kcr*j n*t R Rn, cthnh to WlF 
|.<i«wdhig to Aut HHn. Hold ». right turn*, t minute. CRr Inbnd 
MSA within J5 mUo* of facility; UCSMfWP—40UF; lW’-OJF- 3101/. 


city, ritutnwili; State. Fa.: Airport nan*. Allegheny County; Khv„ Fur Claw., MUW. Want. MKT’; Procedure No. NPB (ADF)-I, Arndt, til Kff. dufe, 1 Jan 70: 

Sup. Arndt. No. ADK I. Arndt. 13; Dated. ,\Uy 65 

2 By amending 4 97.17 of 8ubpart B to amend instrument landing system <ILS> procedures as follows: 

stammer Ijirnmm ArraoAm Pioowcx* Tti*i n.!t 


Bearin g*. he ading*, cuti/w* and radial* arc magnetic. Kkruioia and ohliiidiai ore In fart MSI*. ( VlUtigs in la faet above airport afanllou. Diatanow am In tm im roller 
uidMfl otherwise Indicated. ncept rist UUtkw which are In atatuta rail**. 1 

***•**"? tmUconduttad at the below uarord olrpoct.lt shaUbelnaceurdano* with the following Instrument approach procwlura. 
conducted tn accord ance with a different procedure for Wfch airport aathonoed tty tl* AdinhUetralnr. Initial approaches ifial) be mode over apMtflM 
route*. Mini m um altitude* shall eorrwcpcxvd wtth thow cuablliihed far en route operation In til* particular arm or m art forth below. 
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Radar available. 

Procedure turn uoC *utl-rt»«! Airrrafl nuit O) rronvtl via an approved iranrllion or. (21 deacond In th* Irvlnfkm Int Imldtnc pattern Inlaid. 1 minute p»Uern. 
right turn*, minimum altitud* fan/ tl) U radar vixtnrml to final approach cm. 
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City. Oakland; 8tat*. Calif.; Airport nanw, Oakland International; Kiev.. F; Fae. Cloaa., IU?; Ident.. I IXII; Froceduro Na. ILK Runway », Arndt. !<k Kff «laC#, 1 Jan. ftk 

Sop AntiU. No. 9: Dated, n Oct w 
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RULES AND REGULATIONS 
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stor Ulfeesfep* kuowrod WUto« MKl» RBn and the IL8 i»M. Distance Mi Kreport RUu to airport. 6.3 mlkw. 

?»jDi«»rlrr»f^lunfline rnln imum* uf lauding w* accomplished, Hhuh to WJO'. jiroceedtng lo AOC RHn. Hold W right 


runway rent* r line ffttdOded TtW pilot lo runway threshold. 


U> format tort: LOC cm < 

I Hun way 27. 

.. below iW not authorUed unless approncli IfchU Me vislhie. 

••.too H authorised with operative Alb* except In* t-engbin turbojet ah craft. 

MSA wtoSn 5miles of taW fl?ff> lil8* -400«r; Jiorr. 

City ritt-ibunh State. Ha ; Airport name. Allegheny County; Kiev., VIST: Kac. Class.. Ih<; Merit.. I-AUC; Itoccdim No. IL8 Runway 27. Arndt. IA; KU, date, t la«. Td; 

S«»p. Arndt No. 17; Dated. 38 A Of. at 

3 . By amending 5 97.23 of Subpart C to establish very high frequency omnirange (VOR) and very high frequency-distance 
measuring equipment <VOR/DME> procedures as follows: 

Rtant>aju» IXimtrMitftY Arr*»»M it piu»c**t»cms—Trr« VOR 

courses arid radiab are magnetic- Elevation* and altitude arc U) U+l MSI. except HAT, HAA, and RA. Ceilings ars In teal above airport elavation, 

bllttles which ore In statute miles or hundreds of feel RVR. 


Retuinrs. headings. c 
Distance* an> In nautical 


_1 rnlkaunlessotherwise Indicated, except visibilities 

If an Instrument approaoh procedure of ti>« above tri* b ©oiHlucted at ll»e Mow named airport. It shall be tn accordance with the following instromanl approach procedure, 
unless an approach Is conducted In accordant with a dilfrrent procedure lor such airport authorized by the Administrator Initial approach minimum altitudes shall correspond 
with those established for rn route operation tn the particular area or se set forth below.| 


Terminal routes 


Missed approach 


From— 


To— 


Via 


Mlntumm 

altitudes MAI*: AS miles after passing Fobocn Int. 
(feet) 


Bridgeton Int. 


M1V VOKTAC (NOPT). Direct.. 


Climbing right torn to 2000' direct to 
M1V VOR and bold. 

Supplementary cliarting Information 
Hold 8W, 1 minute, right turns, 061° Inhnd. 



MDA VW HAA M DA VIS HAA V18 V18 


C*.. 600 1 £31 600 | 831 NA NA 

A..... Not authorised. T 2-eng. or has—Standard. T over 2*01 .—Standard. 


City. Haininoutori; State. NJ.; Airport tuune, Ilammonlon Municipal; Klrr , Facllltjr. MIV; Procedure No, VOB 1, Arndt Grig.; Efl. date, I Jait. 70 
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RULES AND REGULATIONS 


4. By amending | 97.23 of 8ubpart C to amend very high frequency omnirange <VOR> and very high frequency-distance 
measuring equipment (VOR DMEi procedures as follows: M > 

Stixiuho Ikhtiduixt Arnou il Pkockih nc—Tt i-K VOR 



Terminal route* 



Mimed approach 

From— 

To— 

Via 

Minimum 

altitude* 

<M) 

MAI' 6.4 mllra niter piuwtnc JAX VOR 
TAC. 

R 174*. JAX VORTAO CCW_ 

_ R 104*. JAX VORTAC (NOPT) 

A*mlV* l)MK Are_ 

vmile DME Are. 


Climb to lflOtY on K 2W* wttlim 13 rutin 
of JAX VORTAC. 

Supplementary cluutinc Infhrmalkm: 

FU»al approach cm knlrrcvpu runway 
ornttvltua JOOiy from ihrealmld. 

ALS Runway 7, HI III, Runway* 7/25. 
Runway 31, TDZ elevation. 26'. 

K Oir, JAX VORTAC CW_ 

. R 104\ JA X VOHTAC (NOPT) 

VVtfMM* oWW 

2000 





1040 ^tlmd, Inbnd, 2WW within la mile* of JAX VORTAC. 
FA», J AX VO RTAC. Final approach ct>. H JH4“. Diatom* r A F to MA P, «.4 mUre. 

Minimum altitude over JAX VO RTAC, 9000\ 

MSA; CNW*-OWr—1400'; OKf-270*—21WT; STPdW- U(I0 / , 

Nonu A8R. 

1 >AT A.VI) NMiliT illMMI NH 


Court. 


A 



H 



C 



D 



MDA 

VIM 

HAT 

MDA 

VIM 

HAT 

MDA 

VIM 

HAT 

MDA 

VIM 

IIAT 

Mi..... 

400 

1 

439 

460 

l 

433 

400 

1 

03 

460 

1 

<33 


MDA 

VIM 

HA A 

MDA 

VIM 

IIA \ 

MDA 

VIM 

HAA 

MDA 

VIM 

HAA 

-—--- ™ 

fiOO 

1 

471 

306 

t 

471 

M0 

m 

471 

JM 

2 

Ml 


Standard. 


T or lem- RV R 24\ Runway 7; Standard all otlwr 

T over 2-etifRV U 24* 

. Runway 7; Standard all oilier 




runway*. 





runway*. 





t Uy. Jiirkaonvlitr; Stale, Fk.; Airport name. JartunovDle lntrn»alkm-I; Elrr , AF: FocilUv, JAX; Procedure No. VOR Runway It, Arndt. I; EM. date, I J«n. 70c Sup. Arndt. 

No. Ong.; w OcL 08 


TrmtlnnJ route*__ Mlwwd approocli 


Minimum 

To— Via attltuitai MAP: MIK VOR. 


OKK VOBTAC. MIR VOR.. 

MZZ VOR MIX VOR 

MZZ VOR 

Muttbcwo hit.. Uartou Inf (NOI’T). . 



2300 Climb to 2SOOT on MiK R 140* within 10 
2500 mJIa*, make Ml turn and return to VOH. 
2400 Runway 14, T1 >Z elevation. f00'. 

1800 


Procedure turn W *kdo otcm, 120* Outlind. 140* Inhnd. JAW/ within 10 mile* o« MIK VOR. 

Final apiEToaoh at, HO 6 , 

Minimum altitude <nrer Uaeton lid. 13O0\* (•1000' from Matthew* Ini.) 

MSA: 000*-3W*~ 2&00' 

CaVTWRi ITnllitlikd 1043' powerllne W rnllr NW of Rtinwny 14 

Not*. I’*e OriMOiu A KB altimeter artlinf whm cootrol tone not effective; clrclkn* and *Uai*!ildu MDA Incrcared KW*eiiept lor otwrntora with approved weather repartlnf 
#A~llrrnatr minimum* not au limited when control tour not effective «**wpt operator* with approved weather report Inf wrvlro. 

Dat a*p Nmirr Miximpmi 


Cood. 


A 



B 



c 


D 

MDA 

VIM 

HAT 

MDA 

VIM 

IIAT 

MDA 

VIS 

HAT 

VIS 

8-14. 


1 

424 

1300 

1 

424 

1360 

1 

424 

NA 


MDA 

VIM 

HAA 

MDA 

VI8 

UAA 

MDA 

VIM 

11AA 


C**» • - • . 

. 1300 

1 

«a 

two 

1 

M3 

LW0 

1H 

M3 

NA 


V0R/ND8 Minimus. 










MDA 

VIS 

IIAT 

MDA 

VI8 

HAT 

MDA 

VIS 

HAT 


8-14. 


1 

3«d 

1300 

1 

364 

1300 

l 

364 

NA 


MDA 

VIS 

HAA 

MDA 

VI8 

HAA 

MDA 

VIM 

IIAA 


c. 


1 

M3 

two 

1 

M3 

1600 

IH 

M3 

NA 


__Stuikdiud.f 


T 3-mf. or lea*> Standard. 



T over 2-rn*.-Standard. 



City, Maude; State, Ind.: Airport name, Delaware County, Johnwm Field; F.lev., W7'; Facility, MIK; Procedure No. VOR Runway 14, Arndt. 3; Rif. date, 1 Jon. 70; Sup. 

Amdt. No. 3; Dated. 4 Juno €9 
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RULES AND REGULATIONS 

KTAXjiAKI* IXXTXtJMlXT imOACH PlOCBKJM-TH’K VOR Continued 


19.199 


Terminal route* 


Via 


M>R von ...... . Pond Point Jut 

liitrrardtan V ic BDR R . F«»*| Point Iitl. 

MAP VO 14. .. Pond Point lnt. 

KVII VORTAC. . . P«*wl Po*"‘ >» l . 


Direct.—. 

Direct . 

' 

RV11 It 004* and HVN R 
205*. 


Minimum 

allltinb* 

(IrcO 


MAI*: HVN VOR. 


2000 

2000 


2000 


lljnl liur rlt 
MAI* VOR owl hold. 

Supplementary charilnf Information; 

Hold 5W. 1 minute, rkht turn*. 017* Inbrnt. 
Stark 21*7'. I t mile® NNW o( airport. 

Tree® 2!#, 0.7 mile N of utnwrt. 

Runway 2, TD7. elevation, O'. 


Otic-nil nut* No Id Inc jiattrrn 8 o i Pond 1'uitit lut. <KW* InNud. rifht luriw, ilMV . 
FAP, Pond Point Hit! Final appnaicli ere, <C3 b . Diatom* FAK to MAP. 5.7 mile®. 
Minimum altitude m«r r Pond Point lnt, IW. 

MPA: OOtr OUtf-aWO'; CtKr*-lWP~l«*Y; UKr-JRP-lTOtF: 77tr Wr-*3fl0©*. 


Notr* ft) Vie Bridgeport altimeter arlt 
•ClrelltiK and »tmifht-ln MBA toWM fd 


% 


«!*.,, control tone not effective. Inoperative eorwnoaenU table dor* oot apply to RKII/a. 
and ultemutc mini mums not authnmed a lien contiol cone not effective. 


l)At out* Nmtir MiMurvs 


A R C _ _D 


Cowl. 

MPA 

VIS 

HAT 

MDA 

vis 

IIAT 

MDA 

V18 

HAT 

MDA 

VIS 

HAT 

8-2*. 

350 

I 

374 

350 

1 

374 

3*0 

1 

374 

m 

I 

374 


MDA 

VIS 

HAA 

MDA 

VIS 

IIA A 

MDA 

VIS 

HAA 

MDA 

VI B 

HAA 

C*.♦ . 


I 

m 

ooo 

1 

.VKl 

000 

I H 

tm 

000 

3 

Mfl 


A.„. Standard.* T 2-en*. or lr*e- 300-1, Ruuway* 2,», Standard ail other*. T over Mf.-300>1, Runway* 2. 32, Standard all other*. 


City. New Haven; BUte, Coun.; Airport name, Taeed'New Haven; Kiev., 14'; Facility, HVN; Procedure Vo. VOR Runway 2. Arndt. *: Eff. date. I Jan. 70; Sup. Arndt. 

No. 7; Dated, 3 Ape <0 


Terminal route* 


Mla»ed apfirourh 


To- 


Vfca 


Mlntjnum 

altitude* MAP TWKVOR. 
(feet) 


BVI VORTAC. 

Rock Creek lnt. 

Wooden Shoe lnt. 

19-uiUe DMK BY1, R 230*.. 


.BY1 ID-tutle DMK tVOPT).. IIYI, R ’JM* 

Tlt P VOR. Direct 

TUFYoR I Hi ret 

TWF VOR (NOPT Direct 


5700 


4*120 


ClimbUur rlietii turn to «**/ TWF VOR. 
R RP v ichin 10 rail**: or. wlieo directed 
by ATO, climhinr rlfht turn to dOKr 
TWF VOR, R Otar within 10 miles. 
Supplementary cluuttai information: 
LKCO, 122.1. 123,6. 

Runway 25, TOE deration, 414JV. 


Procedure tarn N tide of era, Otib* Oulbnd, 24K* lubnd, S7W*' within 10 tniJe* of TWF VOR. 

Final aiinrnach ci>. 24H". 

MBA: 000*-06U*—7600'; 0W-IS0*—OlOlF; lWr-270 4 -MOO'; 270 4 30O'-4»i|illF. 

Notk: Sliding arolc nut autborited. 

*Um Burley, Malm, altimeter aettiof when control rone not effectlre. Ctaelliif and »tmight In MBA lrK*m*d 140* and alterikAte minimum* not authored wlien consrol 
none not effective except operator* w Ith approved weather reporting err vice. 

%1FK departure procedure*- CThnb on R 0RP TWF VOR within 10 mile* to crow TWF VOR vjuIImmm bound on \ -253 at or above 5000'. 

Day ami* Ntoitv Minimum* 


Cond. 


A 



B 



C 



P 


MDA 

VIS 

HAT 

MDA 

VIS 

IIAT 

MDA 

VIS 

IIAT 

MDA 

vis 

HAT 

. . 


1 

472 

44120 

1 

472 

4430 

1 

472 

4620 

! 

472 


MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

MDA 

VIS 

IIAA 

MDA 

VIS 

HAA 

C*. 


1 

532 

4M> 

1 

1*2 

40*0 

1 M 

6*2 

4740 

2 

»2 

A . 



T 2-eUf. or le»— BUindard.% 



T over 2-eng.—SUndard.% 




City.Twin Fidb; Wale. Idaho; Airport name. Twin Kalla City-<*ounty iJorlta Field); Kiev .414*'; Facility. TWF; Procedure No.VOR Runway 25, Atmll.'J; Eff. date. 1 Jim. 

70; Sup. Arndt. No. a; Dated, H> Apr. (>'j 
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RULES AND REGULATIONS 


5. By amending 5 97.27 of Subpart C to amend nondlrecttonal beacon (automatic direction finder) (NDB/ADF) proce¬ 


dures as follows 


Rearing, beodUvo, oourara and radlals are 
Dbt&aonc are tn nautical mi las 


fiTAKDAfeD I NBT*L' WENT ArFaOACU PMOCSDUM- T»M NDB (ADFi 


\ and radlals are mMtnette Elevations and altltudea are In fret MSI., except IIAT, nAA. and RA. Caillnp aro In feel above airport elevation 
„ 4 . . - '**&* otherwise tmfoued, tic** visibilities which are in si alula miles orbnndrMi of fret R VR ^ elevation. 

tJiti5X1* to oonduotetl at the below nomed airport, U shall bo In accordant with the Polkiwinjr Instrument approach prowdure 
V 1 atcori ***Hfi with a different proordure for sucb airport aulbortxrd by lho Administrator. Initial optrooch minimum altitude* shall carres :hmiu 
with those established lor en rout® operation In the particular area or a* set forth below. ”* rc5;K “ lu 


Terminal routes 


Mbeed approach 


Via 


Minimum 

altitudes MAP: 5.6 miles alter piwdnf JA M)M 
(feet) 


MX VORTAC. JA LOM. lined 

8l. Andrews Int. JA LOM. . ntnet'/.Z 

rOMer lnt. JA LOM. BfiS 

Bry Seville lut.JA LOM (NOPT).Direct _ 


Pixwedure turn N aid* of o» t 2W Outbnd 07o* Inbnd, 3>WP within 10 miles of JA LOM. 

FAF, JA LOM. Final approach era. 070\ Distance FAF to MAP. 5.0 miles. 

Minimum altitude over J A LOM. 1 ANT. 

MSA: OOaNWF-MOCr. iMP-lW-'JIOtr'; ISf-ltf—17W; J7tP 4W)*-lW. 

Nora: ASK, 

Day am* Night Mimmi mv 


2000 Climb to IKW f on ers OTti* within tft milm. 
2000 Hu pplement ary Hurt b»* Informal ion 
3000 ALS Runway 7, III IlL Runway 7/». 

USD Run way 7. Tt IZ Herat km, V\ 



Cond. 


A 



II 



C 






MDA 

VIS 

IIAT 

mda 

Vis 

IIAT 

MDA 

VIS 

HAT 

mda 

VIS 

HAT 

s-?.~ 


500 

RVR 40 

471 

500 

RVR 40 

1TI 

Mat 

V D A4\ 



RVR Mi 

471 




3m 

it* tt an 

471 

500 



mda 

VIS 

11A A 

MDA 

MS 

HAA 

MDA 

VIS 

HAA 

MDA 

VIS 

HAA 

c. 



1 

471 

500 

1 

471 

500 

IX 

471 

.WO 

2 

551 

A. 




T J-en*. or la** RVR 74*. Runway 7; ftumUrd oil other 
runways. 

T over >e<if, 
ninwaya. 

-RVR 24‘ 

. Runway 7; Standard all other 


CUy, Jacksonville; State. Fla.: Airport name, Jacksonville International. Efev., 3T: Facility, J AX; Procedure No. NDll (Af>F) Runway 7. Arndt. 1; Elf. date. 1 Jan. 70; Kup 

A melt. No. Orlf.; Dated, a (Jet. an 


Terminal rout re 


To- 


Via 


Minimum 

aJtlUales MAP: PLD NDB. 


Kedkay] 
Berne Int 


PLD NI>B. 
PLD NDB.. 
PLD NDB 


.Direct.... 

.Direct..., 

Direct... 


Moo CM mb on ert to MOO'; return to PLD 
MOO NDB. 

2000 Supplementary charting Information: 

Final approach era Intercepts runway 
centerline 1408' from runway Utreeiiuld. 
Rndte tower IJ mOea SW of alrputt, 
IIIV. 

Tower U4«F 2J miles 8 of airport. 

Runway 27, TDZ elevation. MB'. 


Procedure turn N side of era, ICKT Outbnd, 2W Inbnd, MOO* wtthhi 10 milm ol PLD NDB. 

Final approach ora. UStf. 

MSA: OWP-'.W—38CKF: FF-40F-d3lF. 

Not*: Uae Fort Wayne aliluietrr aettkn*. 

%IF K departures Runway 77 maintain runway Iseadlny, climb to 1700' MSI# before turning left. 

Day am» Nigut Minimum* 


Cos id. 


A 



D 


C 

D 

MDA 

VIS 

IIAT 

MI>.\ 

VIS 

IIAT 

VIS 

VIS 

s~r.. 

15ACI 

1 

07 

1900 

I 

637 

NA 

NA 


MDA 

VIS 

HAA 

MDA 

VIS 

1IAA 



c -- 

.... 1500 

I 

627 

150U 

1 

037 

XA 

NA 


.... Not authorized. 

T J-eng. or le»~Standard .% 


T orw 2-erif.—Standard.^. 



flly. Portland; Stale, Ind.; Airport name, Stood; Elev.,«s»23'; Facility. PLD; Procedure No. NDB (ADF) Runway 27, Arndt. 2: Ell. date. I Jan. 70; Son. Arndt. No.l; Dated. 

» Not. «> 
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RULES AND REGULATIONS 


19601 


6 . By amending 5 97.29 of Subpart C to amend Instrument landing system 'IL8' procedures as follows: 

£TA*t>ABt’ l**TllUM«!rT JUtROACH PgOCKDCAB—TXPB IL8 

Iir.vUir/ h.vllnct. «oum* «»<) radial* are inrawtla. Ktoraiton. an.) .llltu.1*. or. to tat MM. «crpt HAT. BAA. and KA. CMlto* are to tad aboT, airport «l»T*tlon. 

^ ta ^i^iSu«ni^aw*fwSr|it«Sin»oMhe^{>ov«tyw‘tocoSut^l^ MowatoJlSto*«A*<liu« withtb«Mart*lmtnuwnt approach 

With a iluWenl pneadura tor «o*h airport withorta-l by the AdtntaWrator. Initial approach minimum altitude* .hall wmapoud 
Ih. w» #«mhh*hcd for t*n rout* ut» ration In tbe tioritoular are* or a» mt forth below* 


Terminal rout** 


MI*m »1 approach 


From — 


Tn- 


VM 


Minimum MAP* IL8 l)ll t&\ LOC S.6 tnlka alter 
altitude pneinv JA LOM. 

(loti) 


JAXVOHTAC. JA LOU V.wt 

Ht. AniltTwe III!. rA U|M - nS 2 '' 

f hr«t«'t Ini - .. JA 1/)M. -— Direct 

BtywViUe UiV.. JA LOM (KOPT>... Hired 


jijuo Climb to \«*r on LOC (BC) OTiT within 18 
•jixe mile*. 

2000 Supplementary charting Information 
WOO ALS Runway 7. IURL Kunw»yl 7/23. 
Runway 7, T VZ okvatUm, 2*/. 


Procedure torn N *bk of cr». 2 at Gut bod. OttF Inlmd. 2000T w ithln 10 mike of JA LOM. 

FAF, JA LOM, Final approach m. 07<T Dkdwwv KAF to MAP. 14 mike- 

Minimum glide doftr tntrrrvptlon altitude. lUf. Glide dope altitude at OM, 1^ MM, 234 , 

DU lane© to runway thrrahoid nl OM. AA n»(k«; at MM. BBmfk. 

MrtA: OOtf-OUtf-MOO'; <*«? *U*F-214CF; 27&-l?<xr: 17*? Wf-iy*? 

Nora: ahr 

•inoperative table doe* not *PI*y to FURL Runway 7* ^ ^ ^ MtHtMUMi 




A 



B 



c; 



D 



Corn!. ■ ■ ■■■ — 

DU 

MS 

HAT 

pn 

VIS 

hat 

DH 

via 

HAT 

Dll 

via 

liAT 

g-7„ 

__ 22* 

RVR 24 

200 


RVR 24 

200 

239 

RVR 24 

m 

239 

RVR 24 

XU 

LOC; 

SID A 

via 

HAT 

MDA 

via 

HAT 

MDA 

via 

HAT 

MDA 

NTS 

HAT 

8-7*.. 

__440 

R V R 40 

431 

440 

RVR 40 

431 

440 

RVR 40 

481 

400 

RVR 40 

431 


MDA 

via 

I1A A 

MDA 

via 

11A A 

MDA 

via 

HAA 

MDA 

\ H 

HAA 

c... 

800 

i 

471 

800 

1 

471 

XPJ 

ih 

471 

W) 

3 

Ml 

A.. 



T 2-eng. or kw - RVR 24', Runway 7; 
Standard al) oilier runways. 


Tover 2-eng.—RVR 24'> Runway 
Standard all other runway*. 

7; 



City* Jacksonville; State* Fla : Airport name. Jock-onvllk International; Kkv.. Facility, I Jot; Procedure No. 1L8 Runway 7, Arndt- t; BfT .lair, 1 Jan 7tr, Sup. Amdt. 

No. drier. Dated* 0 Oct. 46 


Terminal routes 


Mian) approach 


From— 


To— 


Via 


Minimum MAP: Runway 7L Dll Categort©' A, II. 
altitudes f!, 328'; CwfoffOty I>, 87,V; LOC 4.7 tulle# 

(fnet) after pawing Turtle tut. 


WreUako Int 


LAX VOR. 
Shrmnwr Int 


Skauwr lut 


..Direct- 


Turtle Ini 

Turtk lot (NOPT) 


.Direct..... 

Direct. 


8000 Climb to JWrrf direct to Downey NDW 
FM.Iot. 

>wio Suptaernrirtary charting Information 
turn r bart UMK dlrtancw at MAP ft *-tnlU 
|>MF.;. 

Chart MAl.S RAIL Runway 7L. 

Runway 71.. TI)7. ©kvatkm, 123' 

Runway 7tt, TD7 elevation, lit*. 


Procedure turn S tfalo u( era, 249* Outbnd. Ortif liibtid, 2tWT a it bln 10 mflea of Turtle Int. 

FAF, Turtk Int. Final approach cr*. QCK=\ DUtunce FAF to MAP. 4.7 mile*. 

Minimum altitude ovrr Turtle int, IfiOt/. 

Minimum glide *lopr In tercet AiOfl altitude, 180CT. Glide Mope aUttude at Tuitl* lilt, Mid'; at MM, 8.1/. 

Distance to runway threshold at Turtk lot, 4.7 niika; at MM. 0A in Ik. 

MHA Not authorised 

NonarjD AS R pa K (2) DMF. sliould uut be used to determine aircraft podtteu oimr MM. runway Uimbobi or runway loochdown jajint. U) !uot»rrative tobk • not 
apply to RKIL or III RL Runway 7L;R. 

,IKR departure |>roce<lur»-»: Northbound C28fP litrougfi OOfP) tiubltshed SID‘d mint be used or bo radar vectored. 

#ltunwttjr» 6 L R, 7M. RVR Uf. Runway* 24 L.'R, RVR in'; Iluuways 28 L/R.7L. RVR 24 r . 

Dat avd Nioirr Minimi m« 


Coud. 



A 



B 



C 



D 


DH 

VIS 

1IAT 

DH 

via 

HAT 

DH 

via 

HAT 

DH 

VIS 

HAT 

335 

RVR 24 

200 

325 

RVR 24 

200 

328 

RVR 24 

200 

376 

RVR 40 

280 

MDA 

via 

HAT 

MDA 

via 

HAT 

MDA 

VIS 

HAT 

MDA 

via 

HAT 

440 

RVR 24 

338 

440 

RVR 34 

3» 

400 

RVR 24 

3M 

400 

RVR 60 

338 

440 

RV It M 

510 

640 

RVR M 

610 

640 

RVR 60 

616 

060 

RVR 40 

MO 

MDA 

via 

1IAA 

MDA 

VIS 

IIAA 

MDA 

via 

IIAA 

MDA 

VIS 

HAA 

040 

1 

AM 

640 

1 

IM 

440 

I H 

614 

060 

2 

654 

Standard. 


T 2-eng. or 
Standard. 

W- Runway IV36, 



T over 2-eog.— Runway A'Jfi, Standard, all other Runway* 
RV R 34'.% 


&7L.. 

LOC: 

8-7L... 

B7R... 


A.. Standard 


Ctty, Loa Angeka; SUto, Call!.; AJr|iort name. Lot Angel** International: Ekv.. 128": Facility. I-IAS; Procedure No. ILS Runway 7L. Arndt. 1; Efl. date, I Jan. ?<* Supi 

AmdfNo. Orig ; Dated. 30 Oct- 
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RULES AND REGULATIONS 

Rtaxi'aud lKi>T*DHKirr ArmoAin lno« ki.ikk T««« 11.8 c.ntli, u «l 


Terminal rout® 


Mta**l approach 


To— 


Via 


Minimum MAP: 1LS OH. W: LOC 6A mil® n/Vr 
BttUud® pawing Ko/neo LOM/Int 


Initiate immediate climb on LOC m to 
MB'. turn right, eonttnu* climb to «txn/ 
Tin 2*5* heading and LAX K W to 
Toponga Ini, 

i*UFl>lv!Uo«iUnr charting Information; 

ly 23L tneaiii«r cn In plan 

I'amilel nmcMurm Parallel ILfl Runway 
2i UK and 1’arnlW-l IL8 Runway UU 

ft* riJIrtt"; i w 



I* rorcdurv turn not authorized. Approach cn IProfUo) *UrU at Iloiuco LOM ‘Ini 
K.\ f, Koiueo LOM/Int. Final approach cr*. 24*°, Distance KAF to MAP. 6JJ mil®. 

Minimum altitude over Romeo LOM/Int, 22D0 r ; over ArU*r Ini, fluty, 

Minimum glide slope interception altitude, 250G\ <3Md» slope altitude at OM 2I96'- at MM 317* 

PtaUnor to runway Ihrreliold at OM, Id mUrr. at MM, O.fi mile. * * 

M8A: Not authorised. 

Note*: 

(l> AHR/PAR. 

(1) Radar required, (a) TlUa procedure mandatory when conducting a parallel I LB approach and to authorixed onlr wtven airborne nun far a nn Lw..h.« -■ - • 

Wfe , oIIIItL«»AL8 Runway*24 L/R. ^ 

Jif ** departure: Northbound (»0* CW through 0«y > jpublleliod BID** mutt be used or be radar vectored. 

# Runway* ft L/R, • K. U\ K W\ Runway*24 L/R. RV K 44/ , Runway* 25 I^R. 7L, HVU 24*. 

DAT am> Night Mixtiti'** 


Coud. 



Dll 

vra 

IIAT 

DU 

VIB 

UAT 

DH 

VIB 

IIAT 

Dll 

VIB 

IIAT 

8-24 L/R. 

~ 370 

KVR 40 

550 

370 

KVR 40 


370 

KVR 40 


370 

RVR40 



ZMI 

350 

2S0 

LOC: 

MDA 

VI8 

HAT 

MDA 

VM 

UAT 

MDA 

VIB 

UAT 

MDA 

VIB 

HAT 

B 24 L/R. 

(UU 

KVR AO 

500 

620 

UVR50 


020 

RV K 50 



kvrm 





Mm 

500 

620 

500 


LOC/PME Minimum*: 












MDA 

VIB 

UAT 

MliA 

VIB 

nAT 

MDA 

VIB 

UAT 

MDA 

VIB 

HAT 

8 24 L/R. 

- 480 

RVR50 

300 

m 

RVRflO 

360 

480 

KVR 50 

360 

480 

RVR 50 

360 


Standard. 


T 2-eng. or l®a- Runway* 8/3®, Standard*;# 


T over 

wajn 




.-• Runways S/M, Standard; aU other ran* 


City. U» AucMm; BUU, C*m, Airport n*m,. U» A.,*rl« No. P«r»IW IL8 Kuawa, * I./R, Am<M. I; KB. d*.. I Jan 
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RULES AND REGULATIONS 

Btiii da eh Initio mu* Imoici Piucxvou — Trra 1LS — Continued 


I%03 



Terminal routes 



Mtaanl approach 




Minimum 

MAP’ IL8 Dll. LOC 43 mitas am* 

Frous— 

To- 

Via 

oitltadsa 

Oast) 

paeUr* Romeo LOM/Int 


Initiate immediate dirab on LOC era to 
500', turu nptit, continue climb to MM*? 
via *5“ hwnlln* sod LAX U W to 
Topojurn Int. 

Supplementary cbmrttnp information 

Depict Runways 25 L/K localuer m In 
plan view. 

Pnr&iiiii procodurm, l'orallal 1LB Runway 
34R juwl Parallel 1LS Run way* 25 LK 
to be printed on adtolnln? ptntca. 

Runway 24 H, TDZ deration, IJ0\ 


Procedure turn not ■utl-orUed. Approach m (Profile) ataxia at Romeo LOM/Int. 

FAK. Roinro LOM/Int, Final approach m, *24h*. PlaUncr PAP to MAP, 6.3 miles. 

Minimum altitude over Romeo LOM/lnl., Xiwi'; ©v<* Arbor lot,, text. 

M mimum y Ihlr slop* tnterreption altitude, 2500*. Glide slop* olutndo at OM, 2190*; at MM, IIP - 
Distance to runway threshold at OM, 6.3 in lias; at MM, 0.5 mil*. 

MBA: Not aullxirutd. 

Not**: 

(I) A5R/TAR. 

<2> Roilar required, (a) This pruewdura mandatory wlwtn cfindurttiur a parallel ILS approach and Is autfwUM ooly when 
» nr* operating nmultnnroutly. (b) Notify approach control iminc-tutdy If any required turbarae receiver in Note (a) to 

<3) ]>ME should not he ueed to determine aircr ft pedttoo over MM, runway thrtabold,-*--*" 

<4) Inoperative table dor* not apply to UIRL or BAL8 Runway 24H. 

% IF H Departures: Northbound C2W* through 0 W) riublbl«*l BID’S must I* u*M or be rodv vectored, 
f Runways i L'H. 7K, KV H 50*; Runway* 24 L/R, HVR 4iF; Runwi 


, or runway touchdown point. 


airborne 7 SMC (or AI)F) and locaUirr rwdv- 
[ or par allot approach to not denied. 


ray* 24 L/R, 7L. RV K 24*. 


Day and Ntoirr Mimmvms 



A 



II 



C 



D 


Dll 

via 

HAT 

Dll 

V18 

HAT 

on 

VIB 

HAT 

DH 

VIB 

HAT 

6-2411... 370 

RVR40 

230 

570 

KVK40 

230 

570 

BVR 40 

2&0 

370 

RVB40 

250 

LOC: MDA 

VJB 

HAT 

MDA 

VIB 

HAT 

MDA 

VW 

HAT 

MDA 

VIB 

HAT 

8-34 It. __ 620 . 

RVR60 

500 

GO 

BVR 50 

600 

GO 

RYR 50 

500 

GO 

KVRfiO 

600 

LOC/DMK Minimum*: 











MDA 

via 

MAT 

MDA 

VIS 

HAT 

MDA 

VIB 

HAT 

MDA 

VIB 

UAT 

6-24 R. .. 430 

RVRfiO 

360 

460 

RV U 50 

360 

460 

BVR 50 

»0 

480 

RVRfiO 

300 

A... Rtandanl 


T or l*sa— Runway* V-A, Standard. %# 


T or« 3ang.— 
R\ H 24.fi, 

■ Runways 8/26, Standard; all other Runways 


Ctty. Loa Ang«k», Bute, Calif.; Airport name, Lae AnfeW I lUemrUiooai; Kiev., 12ft'. Facility, 1-OS3; Procedure No. IhaaDcJ I LB Runway 24R, Arndt. 1; Cl!, date, 1 Jau. 70; 

Bup. Arndt. No. Orif.; Dated, 30 Del. 40 


These procedures shall become effective on the dates specified therein. 

(8cca. 307(c), 313<S). and 001 of the Federal Aviation Act of 1056. 40 UB.C. 1346(c). 1364(a). 1421; 73 8tai. 749. 762, 776) 

Issued in Washington. D.C.. on December 1, 1069. R. 8. Suff, 

Acting Director . Flight Standards Service . 

(FJt Doc. 09-14624. Filed. Dec. 11. 1969, 8:45 adn.] 


Chopter II—Civil Aeronautics Board 

(Reg. ER 595) 

PART 244—FILING OF REPORTS BY 
AIR FREIGHT FORWARDERS, IN¬ 
TERNATIONAL AIR FREIGHT FOR¬ 
WARDERS AND COOPERATIVE 
SHIPPERS ASSOCIATIONS 

Processing of Applications of Long- 
Haul Motor Carriers of General 
Commodities for Authority as Air 
Freight Forwarders or International 
Air Freight Forwarders 

Correction 

In Pit Doc. 69-14638, appearing at 
page 19340 in the issue of Saturday, De¬ 


cember 6, 1969, following the fourth 
introductory paragraph the following 
material was inadvertently omitted: 

Amend the table of contents by adding 
il 244.19a, 244.19b, 244 19c. and 244.19d 
entitled as follows: 

Sec. 

• • • a • 

244 19a Originating air station data (Sched¬ 
ule T-4). 

244.19b Supplemental operating statistic*— 
long-haul motor caniers/alr 
freight forwarders (Schedule 
T-6). 

244 19c Analysts of traffic by weight brcaJts 
(Schedule T-6). 

244 194 Report of location of air freight 
forwarding station* and surface 
transport terminals. 


Title 7—AGRICULTURE 

Chapter IV—Federal Crop Insurance 
Corporation, Department of Agri¬ 
culture 

PART 410—FLORIDA CITRUS CROP 
INSURANCE 

Subpart—Regulations for the 1970 
and Succeeding Crop Years 

Pursuant to the authority contained In 
the Federal Crop Insurance Act, as 
amended, the Florida Citrus Crop Insur¬ 
ance Regulations for the 1967 and Suc¬ 
ceeding Crop Years which shall remain 
in full force and effect for the 1969 crop 
year, are hereby superseded for the 1970 
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RULES AND REGULATIONS 


and succeeding crop years by the regu¬ 
lations set forth below. The provisions of 
this subpart shall apply * until amended 
or superseded to all continuous Florida 
citrus crop insurance contracts as they 
relate to the 1970 and succeeding crop 
years. 

Sect, 

4101 Availability of Florida citrus crop 
Insurance. 

410.2 Premium rates and amounts of 
insurance. 

410 3 Application for Insurance. 

410.4 Public notice of indemnities paid. 
410-5 Creditors. 

410.6 The application and the policy. 

Authority : The provisions of this subpart 
issued under Bees. 506. 516. 52 8tat. 73, as 
amended; T7. as amended; 7 U^.C. 1506, 1516. 

§ 410.1 Availability of Florida citrus 
crop insurance. 

Citrus crop insurance shall be offered 
for the 1970 and succeeding crop years 
under the provisions of § 410.1 through 
S 410.6 in counties in Florida within 
limits prescribed by and in accordance 
with the provision of the Federal Crop 
Insurance Act. as amended. The counties 
shall be designated by the Manager of 
the Corporation from a list of counties 
approved by the Board of Directors of 
the Corporation for citrus crop Insur¬ 
ance. The counties designated by the 
Manager shall be published by appendix 
to this section. 

§ 410.2 Premium rate* and amount* of 
insurance. 

(ft) The Manager shall establish pre¬ 
mium rates and the amounts of Insur¬ 
ance per acre which shall be shown on 
tho county actuarial table on file in the 
office for the county. Such premium rates 
and amounts of insurance may be 
changed from year to year. 

(b) The following shall apply to the 
transfer of any premium reduction 
earned under the provisions of section 7 
of the Application and Policy set forth 
in M10.6 if the insured is a partner¬ 
ship. corporation, or any other Joint 
enterprise and there is no break in con¬ 
tinuity of participation. Upon dissolution 
of such enterprise, such premium reduc¬ 
tion may be credited to the contract of 
any member or stockholder thereof if the 
Corporation determines such person is 
operating only land formerly operated 
by the dissolved enterprise. Upon forma¬ 
tion of a Joint enterprise, the smallest 
premium reduction (zero if none). which 
the Corporation determines would have 
been applicable to any insurable acreage 
brought into the enterprise if the enter¬ 
prise had not been formed, may be 
credited to the Joint enterprise contract. 

§ 110.3 Application for iiiMjrnnre. 

Application for insurance may be sub¬ 
mitted, as provided in 1 410.6 at the of¬ 
fice for the county for the Corporation. 
The Corporation reserves the right to 
discontinue the taking of applications in 
any county upon its determination that 
the insurance risk involved is excessive 
or limit the amount of insurance prior 
to the closing date for the filing of ap¬ 
plications. Such closing date shall be 


August 15 of the crop year. The Corpora¬ 
tion further reserves the right to reject 
any application or to exclude any defi¬ 
nitely Identified acreage for any crop 
year of the contract if upon inspection it 
deems the risk on such acreage is exces¬ 
sive. If any such acreage is to be excluded, 
the insured shall be notified of such ex¬ 
clusion before insurance attaches for the 
crop year for which the acreage is to be 
excluded. The Manager of the Corpora¬ 
tion is authorized in any crop year to 
extend the closing date for acceptance of 
applications in any county, by publishing 
a notice in the Federal Register, upon 
his determination that no adverse selec¬ 
tivity will result during the period of 
such extension: Provided . however. That 
if adverse conditions should develop dur¬ 
ing such period the Corporation will im¬ 
mediately discontinue the acceptance of 
applications. 

§ 410.4 Public notice of indemnities 
paid* 

The Corporation shall provide for post¬ 
ing annually in each county at the county 
courthouse a listing of the indemnities 
paid in the county. 

§ 410.5 Creditor*. 

An interest of a person other than the 
insured in an insured crop existing by 
virtue of a lien, mortgage, garnishment, 
levy, execution, bankruptcy, or any in¬ 
voluntary transfer sliall not entitle the 
holder of the Interest to any benefit un¬ 
der tiie contract other than as provided 
in the Application and Policy set forth in 
i 410.6. 

§ 410.6 The application and the policy. 

The provisions of the Application and 
Policy for Florida Citrus Crop Insurance 
for the 1970 and Succeeding Crop Years 
are as follows: 

Application and Policy 
Form FCI-612-Florida Cttrua 
United States Department or Aomicm/ruax 
Federal Crop Insurance corporation 

APPLICATION AND POLICY FOR FLORIDA CTTRVfl 
CROP INSURANCE 

(For 197.. and Succeeding Crop Yean) 
(Kamo of insured) 


(Policy number) 


(Address of insured) (Zip Code) 


(County) 

1. The undersigned applicant (herein also 
called the ••Insured’'), subject to the appli¬ 
cable provisions of the regulations of tho 
Federal Crop Insurance Corporation (herein 
called the ‘'Corporation"), hereby applies to 
the Corporation for Insurance on his interest 
as a producer In citrus crops of the Insurable 
types designated below (hereinafter called 
"the Insured crop") located in the nbove- 
Identtfled county (hereinafter called "the 
county."). The applicant applies for the 
amount of Insurance for the applicable type 
shown below which shall be an amount 
shown on the county actuarial table (here¬ 
inafter called the "actuarial table") The 
amounts of Insurance available each crop 
year and prescribed premium rates for each 
crop year are shown by types on the actuarial 


table from year to year. The Insured may 
with the consent of the Corporatlcm change 
the amount of Insurance which was In effect 
for a prior crop year and elect a new amount 
of insurance per acre by notifying the office 
for the county In writing prior to the date 
Insurance attaches for the crop year for 
which the change is to become effective. The 
amount of insurance per acre In effect for 
a crop year shall be the amount of insurance 
moat recently elected by the insured and 
shown on a form prescribed for such purpose 
but the amount of Insurance shall not exceed 
tlie maximum dollar amount per acre shown 
on the actuarial table for such crop year. 
The Insured hereby elects the respective 
amounts of Insurance entered below for the 
type of citrus on which insurance Is applied 
for: 


(Type) (Crop(a)) (Amount 

|w oer») 


. „ . ... Min 

I Karly and mldswon orange*... 

»!! SSKS3T;::::™:——— 

IV Kami oranges, timgnlo* and 

torMrrrlnea .... 

V Muroott booty oranges and 

Temple oranges.. . 


«1 hereby elect to exclude from inaurenoo Robinson 
tangortiMu by checking Lhis box. a 

This application, when executed by a per¬ 
son as an individual, shall not cover his 
interest in a crop produced by a partnership 
or other entity. 

2. Causes of toss injured again Jt. The In¬ 
surance provided Is against unavoidable loss 
resulting from freeze, hail, hurrloanc. or 
tornado occurring within the Insurance 
period. No insurance is provided against loss 
or damage to blossoms or trees. 

3. Insured crop, (a) Application for in¬ 
surance may be made with respect to all 
types of citrus or with respect to any one or 
more types of citrus, as defined in section 
22 hereof, produced by the Insured on trees 
that have reached at least the sixth growing 
season after being set out, except that tho 
insured may. subject to approval of the 
Corporation, elect to Insure or exclude from 
Insurance for any crop year any definitely 
described and designated insurable acreage 
having a potential of less than 100 standard 
field boxes per acre. Acreage so excluded 
with approval of the Corporation shall be 
disregarded for alt purposes of this contract 
for the crop year Involved. If the Insured 
fails to report, elect and designate any de¬ 
fined acreage, the Corporation will disregard 
such acreage if the minimum potential is 
not produced thereon. However, if the pro¬ 
duction meets the minimum, the Corporation 
shall determine the percent of damage on 
all of the insurable acreage for the insurance 
unit (hereinafter called "unit") but will 
not permit the percent of damage for the 
unit to be increased by reason of the use 
of such undesignated acreage. The potential 
to be used to determine the percent of 
damage for a unit under section 14 shall 
never be less than 100 standard field boxes 
per acre. Except as otherwise provided herein, 
the liuiurod acreage for each crop year shall 
bo oil that acreage In the county of the 
type (a) of citrus for which the Insured has 
applied for Insurance, which is shown as 
insurable on the actuarial table and not 
excluded otherwise because of risk, and In 
which the Insured has on interest on the 
date Insurance attaches. 

(b) Insurance for each crop year of the 
contract shall covor only citrus fruit which 
can be expected to mature In the normal 
maturity period for the variety for such 
crop year. 
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4. Responsibility of the insured to report 
acreage and interest . The insured at the 
time of filing his application shall also file 
on a form prescribed by the Corporation a 
report of all the acreage of the insured crop 
In the county In which he haa an interest 
and show his interest therein. Such report 
shall Include a designation of all the acre¬ 
age oX citrus which la unlnaurablc or any 
acreage not insured under the provisions of 
the preceding section. This report s h all be 
revised for any crop year brfore Insurance 
attaches If the acreage to be Insured, or 
interest therein, has changed and the latest 
report filed shall be considered as the basis 
for continuation of insurance from year to 
year, subject to revision os provided herein. 
The acreage and Interest Insured shall be the 
acreage and Interest reported by the Insured 
or as determined by the Corporation, which¬ 
ever the Corporation may elect. 

5. The contract . Upon acceptance of this 
application by the Corporation, the contract 
shall be In effect for the crop year specified 
above and shall continue for each succeeding 
crop year until canceled or terminated In 
accordance with the applicable provisions of 
the contract. This application and policy, 
and amendments thereto, if any. and the 
actuarial table for each crop year shall con¬ 
stitute the contract for citrus Insurance. 
Any changes made in the contract shall not 
affect the continuity from year to year. 

0. insurance period. For each crop year 
Insurance attaches on the first May 1 of the 
crop year, unless the application Is accepted 
by the Corporation after that date In which 
event Insurance shall attach In the first crop 
year on the date of acceptance, but In no 
event earlier than the 10th day after the date 
the application Is submitted to the office for 
the county, and as to any portion of the 
citrus crop shall cease upon harvest but in 
no event shall the Insurance remain In effect 
later than Juno 30 (January 31 for tangerines 
and navel oranges) of the calendar year fol¬ 
lowing the calendar year In which the Insur¬ 
ance period begin* 

7. Annuel premium, (a) The annual pre¬ 
mium shall he considered as earned on the 
date Insurance attaches and shall be deter¬ 
mined by multiplying the applicable amount 
of Insurance for the Insured acreage on the 
unit by the applicable premium rate and 
multiplying the product thereof by the In¬ 
sured's Interest at the time Insurance 
attaches and. where applicable, applying the 
discount herein provided. 

(b) The total annual premium for the 
contract shall be reduced as follows for con¬ 
secutive years of insurance, without a loss 
for which an Indemnity was paid on any 
unit, immediately preceding the crop year 
for which the reduction Is applicable (elimi¬ 
nating any year In which a premium was 
not earned ): 


Percent premium 
reduction 

5 percent after_ 


5 percent after__ 

10 percent after_ 

10 percent after_ 

15 percent after*._ 

20 percent after...*._ 

25 percent after_ 


Consecutive years 
with no loss 

1 year. 

2 years. 

S years. 

4 years. 

5 years. 

0 years. 

7 years or more. 


If any Insured has a loss on a crop for which 
an indemnity Is paid, the number of such 
consecutive years of Insurance on such crop 
without a loss for which an Indemnity was 
paid than be reduced by 3 years, except, that, 
where the Insured has 7 or more such years, 
a reduction to 4 shall be made and where the 
insured has 3 or less such years, a reduction 
to aero shall be made. 

If there la no break In continuity of par¬ 
ticipation, any premium reduction earned 
hereunder shall be transferred to (1) the 
contract of tho insured's estate or surviving 
spouse In cose of the death of the Insured, 


(2) the contract of the person who succeeds 
the Insured os the Insured's transferee In 
operating only the same farm or farms, if the 
Corporation finds that such transferee haa 
previously actively participated In the farm¬ 
ing operation Involved, or (3) the contract 
of the same Insured who stops fo rmin g In 
one county and starts farming In another 
county 

8. Premium note. In consideration hereof, 
the insured promisee to pay to the order 
of the Federal Crop Insurance Corpora¬ 
tion each crop year of the contract the 
annual premium and further agrees that 
as to any amount thereof not paid by the 
April 30 of the crop year in which earned. 
It shall be Increased by 10 percent It is 
further agreed that any amount due the 
Corporation by the Insured may be deducted 
from any indemnity payable to the Insured 
and when not prohibited by law, from any 
loan or payment otherwise due the Insured 
under any program administered by the 
United States Department of Agriculture. 


(Witness to signature) 

(Signature of applicant) 

__ 137— Code_ 

(Data) 

0. Recommended for acceptance by: 


__ 197— 


(Grove Inspector) 

’cssr 

10. 


Address of office for 

Location of head¬ 

county phone: 

quarters phone: 


11. Life of contract. The contract is non- 
cancelable for the first crop year and shall 
continue In effect for each succeeding crop 
year until either the insured or Corporation 
cancels the contract by giving written no¬ 
tice to tho other by the April 30 Immediately 
preceding the beginning of the crop year 
far which the cancellation la to become 
effective. If, howotcr, the Corporation limits 
the amount of Insurance, or any acreage Is 
excluded from Insurance under the contract 
by the Corporation because of the risk in¬ 
volved, after the April 15 immediately pre¬ 
ceding the beginning of the crop year for 
which such limitation or exclusion la to 
become effective, the insured shall have the 
right to cancel the contract within 15 days 
after notice thereof is mailed to the Insured 
by the Corporation. If the premium Is not 
paid by the April 30 of the crop year In which 
the premium was earned, the contract shall 
terminate for nonpayment of premium ef¬ 
fective beginning with the next crop year. 

12. Contract changes . After the first crop 
year the Corporation reserves the right to 
amend or change the terms of this contract 
from year to year. Any such amendment or 
change shall be mailed to the Insured or 
made available at the office for the county 
by the April 15 immediately preceding the 
beginning of the crop year for which such 
amendment or change Is to become effective. 
Acceptance of such amendment or change 
will bo conclusively presumed In tho ab¬ 
sence of any notice from the Insured to can¬ 
cel the contract as provided In section 11 
hereof. 

13. Notice of damage or loss, (a) It shall 
be a condition precedent to payment of any 
indemnity on any unit hereunder that the 
insured report In writing each damage to the 
Insured crop from an Insured cause to the 
office for the county immediately after such 
damage becomes apparent, giving the date 
of such damage. If not so reported within 7 
days, tho Corporation reserves the right to 
reject any claim arising out of such damage 
on the unit If It determines that It has been 
prejudiced by such failure to report or by 
failure to glvo notice aa required In subsec¬ 
tion (b) of this section. 


(b) If damage oocuts within the 7-day 
period before the beginning of harvest, or 
during harvest, and a Jura Is to be claimed, 
written notice shall be given immediately to 
the office for the county. 

14. Amount of toss and proof of loss. (a) 
Any claim for loos on any unit shall be sub¬ 
mitted to the Corporation on a form pre¬ 
scribed by the Corporation within 30 days 
after the amount of loss has been determined 
by tho Corporation. The Corporation reserve* 
the right to delay the determination of the 
qmount of loss until the end of the insurance 
period. 

(b) Looses shall bo adjusted separately for 
each unit. The amount of lota with respect to 
any unit shall be determined by (l) multi¬ 
plying the insured acreage of citrus on tho 
unit by the applicable amount of insurance 
per acre, (2) multiplying the result thus ob¬ 
tained by Uxe average percent of damage 
(determined in accordance with subsections 

(c), (d). and <•) of thlasection) In excess of 
10 percent (Ijt.. average damage 45% —10%— 
35% payable) and (3) multiplying the result 
by the Insured Interest, 

(c) Subject to the provisions of subsec¬ 
tions (d) and (a) of this section, the aver¬ 
age percent of damage to the Insured crop 
on any unit shall be the ratio of the number 
of standard field boxes of the crop lost from 
an Insured cause to the total number of 
standard field boxes which would have been 
produced (herein called the "potential'*). 
The potential for the unit shall not bo less 
than the product of 100 standard field boxes 
multiplied by the number of acres in the 
unit And shall include citrus which (1) was 
picked before the Insured damage occurred, 
(2> remained on the trees after the damage 
ocurred, (3) was lost from an Insured cause, 
and (4) any other citrus covered by insurance 
not Included in Items (1) through (3), in¬ 
cluding citrus lost from causes not insured 
against other than normal dropping but not 
Including citrus lost before insurance at¬ 
tached or any tangerines the Corporation 
determines normally would not meet the 248 
pack sine under UJ5. Standards (2Tm Inches 
minimum diameter) by the end of the Insur¬ 
ance period for tangerines. 

(d) As determined by the Corporation, 
citrus lost from an Insured cause shall In¬ 
clude any citrus which is unmarketable 
either as fresh fruit or for Juice due to an 
insured oause. and any citrus which Is par¬ 
tially damaged by freexe as provided In sub¬ 
section (t). 

If any portion of the Insured crop on any 
unit is seriously damaged by freexe as deter¬ 
mined under the applicable provisions of 
the Florida Citrus Code and could not be 
marketed as fresh fruit within the prescribed 
tolerance tor freeze damage (including 
adulteration) such portion of the crop shall 
be deemed to be unmarketable aa fresh 
fruit. 

If any portion of the Insured crop on any 
unit Is damaged by any Insured cause to the 
extent that it could not be marketed either 
aa fresh fruit or for Juice because it Is Im¬ 
mature, unwholesome, decomposed, adul¬ 
terated. or otherwise unfit for human con¬ 
sumption, that portion of tho crop shall be 
deemed to be unmarketable as fresh fruit 
or for Juice. 

Any portion of the Insured crop harvested 
prior to Inspection by the Corporation or 
which Is or could be marketed as fresh fruit 
shall be considered undamaged 

Any citrus harvested within 7 day* after 
a freeze will not be considered damaged by 
freeze. 

Any fruit on the ground as a result of an 
Insured cause of loss which Is not picked 
up and marketed shall bo deemed to be 00 
percent loot If due to freeze end totally lost 
if due to an insured cause other than freeze. 

If unmarketable as fresh fruit due to in¬ 
sured causes, pink and red grapefruit of 
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cltm* Typo III shall be deemed to have 70 
percent damage and citrus Types IV and V 
»hall bo doomed to have 80 percent damage 
unless the Corporation determines by a fresh 
fruit cut that tins actual percent of dam¬ 
aged fruit ta greater. 

<e) If any portion of the insured citrus 
crop of Types I. n. and in (excluding pink 
and red grapefruit) is unmarketable as freah 
fruit due to freeze but may be processed by 
the canning or concentrating plants, it shall 
be considered as marketable for juice and 
the extent of damage, whether partial or 
total, shall be determined as follows subject 
to the applicable provisions of the preceding 
section: 

(1) Prom the 8Ui through the 30th day 
after the freeze, any portion of the lnnured 
crop which has a sufficient number of freeze 
damaged fruits therein to make It unmarket¬ 
able as fresh fruit under the provisions of 
the Florida Citrus Code shall, if marketed 
for Juice, be considered damaged the smaller 
of 30 percent or the actual percent of freeze 
damaged fruit as determined by the Corpora¬ 
tion by sampling representative fruits by a 
fresh fruit cut method. (In the event there 
are successive freezes, the 30-day period shall 
be considered to have Its beginning from the 
date of the freeze that results in the citrus 
becoming unmarketable as fresh fruit as 
determined by the Corporation.) 

(2) Beginning with the 31st day after 
the freeze, citrus lost from freeze shall In¬ 
clude any citrus which Is unmarketable, 
either as fresh fruit or for Juice due to 
freeze and any citrus which I* partially 
damaged by freeze. 

(3) Citrus shall be considered as having 
been partially damaged from an Insured 
cause only if the cause of such damage is 
freeze and then only If the citrus U not 
harvested within 30 dAys after the partial 
damage, and if before harvest the citrus has 
dried to the extent that the amount of dam¬ 
age can be determined. Partial damage by 
freeze will be determined by the Corpora¬ 
tion by a weight method under which the 
percent of damage will be determined by 
weighing representative sample© of damaged 
and undamaged fruit unless the Corporation 
determines that there is an Insufficient 
number of undamaged fruit In which cose 
the cut method described in 4 below will be 
used. 

(4) The percent of damage due to freeze 
in an individual fruit sampled by a cut 
method shall be determined by the Corpora¬ 
tion as follows: , (a) If the Corporation 
determines that there is lees than 10 per¬ 
cent Juice loos, the fruit shall be considered 
undamaged, (b) If the Corporation deter¬ 
mines that as much as 16 percent, but less 
than 50 percent of the Julco has been lost 
due to freeze, the fruit shall be considered 
as 40 percent damaged, or (c) if the Corpo¬ 
ration determines that' 50 percent but less 
than 75 percent of the Juice has been lost 
due to freeze, the fruit shall be considered 
as 70 percent damaged. 

If the Corporation determines by either 
the cut or weight method that 75 percent 
or more of the Juice has been lost due to 
freeze, the fruit shall be considered as 
totally lost 

(f) In the event that any claim for In¬ 
demnity under tbs provisions of the contract 
Is denied by the Corporation, an acUon on 
such claim may be brought against the Cor¬ 
poration under the provisions of 7 UJ3.C. 
1508(0): Provided, That the some Is brought 
within 1 year after the date notice of de¬ 
nial of the claim is mailed to and received 
by the Insured. 

15. Payment of indemnify, (a) Any in¬ 
demnity will bo payable within 30 days after 
a claim for loos Is approved by the Corpora¬ 
tion: Provided , That in no event shall the 


Corporation be liable for interest or damages 
In connection with any claim for Indemnity. 

(b) If the insured is an entity other than 
an individual and is dissolved or is an indi¬ 
vidual who dies or Is Judicially declared in¬ 
competent before insurance attaches In any 
crop year, the contract shall terminate as of 
the date of dissolution, death, or Judicial 
declaration, but If such on event occurs 
after Insurance attaches in any crop year 
the contract shall terminate at the end of 
such crop year and any indemnity payabte 
shall be paid to the person(s) the Corpora¬ 
tion determines to be beneficially entitled 
thereto. 

(e) For the purposes of subsection (b) 
hereof, death of a partner In a partnership 
shall dissolve the partnership unless the 
partnership agreement provides otherwise. 
If two or more persons having a Joint Inter¬ 
est are insured Jointly, death of one of the 
parties shall terminate the contract, 

16 Injured interest. For the purpose of 
determining the amount of indemnity, the 
Interest Insured shall not exceed the inter¬ 
est of the Insured at the time of damage, 
as determined by the Corporation. 

17. Abandonment of crop. There shall be 
no abandonment of the insured crop or por¬ 
tion thereof to the Corporation. 

18. Misrepresentation and fraud. The Cor¬ 
poration may void the contract without 
affecting the Insured's liability for premiums 
or waiving any right or remedy Including the 
right to collect any unpaid premiums if at 
any time, cither before or after any loss, the 
insured has concealed or misrepresented any 
material fact or committed any fraud relat¬ 
ing to the contract, and such voldance shall 
be effective as of the beginning of the crop 
year with respect to which any such act or 
omission occurred. 

10. Collateral oxifpnmrof —Transfer of in¬ 
terest, The right to an indemnity In any crop 
year may be assigned by the Insured only as 
security upon prior approval of the Corpo¬ 
ration. If the insured transfers hia interest 
in the insured crop in any crop year he 
may. upon prior approval of the Corpora¬ 
tion, transfer his right to an Indemnity for 
such crop year with respect to the transferred 
interest in the insured crop. Any assignment 
or transfer shall be made on assignment or 
transfer forms prescribed by the Corporation 
and shall be subject to all the terms set forth 
thereon and to the terms hereof. 

20. Subrogation. The Insured (Including 
his assignee or transferee) assigns to the 
Corporation all rights of recovery against any 
person for loss or damage to the extent that 
payment hereunder is made and shall ex¬ 
ecute all papers required and take appropri¬ 
ate action to secure such rights. 

21. Forms. Copies of forms referred to in 
the contract are available at the office for 
the county. 

22 Meaning of terms. For purposes of in¬ 
surance on citrus the terms: 

(a) "County actuarial table* means the 
actuarial forms and related material (includ¬ 
ing the crop Insurance maps where appli¬ 
cable) which are approved by the Corpora¬ 
tion. which are on file for public Inspection 
in the office for the county, and which show 
the applicable amounts of Insurance, pre¬ 
mium rates, and related information with 
respect to citrus crop Insurance for the crop 
year in the county. 

(b) "Office for the county" means the 
Corporation's office serving the oounty shown 
In this application and policy, or such office 
os may be designated by the Corporation 
from time to lime, and may serve more than 
one county. 

(c) "County" means the area shown on 
the actuarial table which may Include Insur¬ 
able acreage located in a local producing 
area bordering on the oounty. 


(d) "Crop year" means the period begin¬ 
ning May 1 and extending through Juno 30 
of the following calendar year and shall be 
designated by reference to the calendar year 
In which the Insurance period begins. 

(e) "Harvest" means any severance of cit¬ 
rus fruit from the tree either by pulling or 
picking, or picking the marketable fruit from 
the ground. 

(f) "Insurance unit" means all insurable 
acreage in the oounty of any one of the five 
citrus types (see (g) below) (l) in which 
type of citrus tire insured hss 100 percent 
interest on the date Insurance attaches for 
the crop year and which is located on con¬ 
tiguous land under the same ownership, or 
(2) in which type of citrus two or more per¬ 
sons have 100 percent interest on the date 
Insurance attaches for the crop year and 
which type is located on contiguous land un¬ 
der the same ownership, excluding any other 
acreage of such type of citrus in which such 
persons do not havo 100 percent interest In 
such citrus on such date. Land rented for 
cash or for a fixed commodity payment shall 
be considered as owned by the leasee. Con¬ 
tiguous land shall Include only land that is 
touching at any point except that land that 
Is separated only by a public or private way 
shall be considered contiguous. 

(g) "Types of citrus" means any of the 
fire types of fruit as follows: Type (I), Early 
and mldfteason oranges; Type (II), Late or¬ 
anges; Type (III), Grapefruit; Typo (IV), 
Navel oranges, tangelos. and tangerines, and 
Type (V). Muroolt honey oranges and temple 
oranges. Oranges commonly known as "sour 
oranges" and "clementines" shall not be 
deemed to be Included In any of the Insurable 
types of citrus. 

<h) "Standard field box" means a standard 
citrus field box as prescribed In the Florida 
Citrus Code. 

Note: The reporting requirements con¬ 
tained herein have been approved by the 
Bureau of the Budget In accordance with 
the Federal Reports Act of 1242. 

Adopted by the Board of Directors on 
December 5.1969. 

(seal] Nelson V. Little, 

Secretory; Federal Crop 
Insurance Corporation. 

Approved: December 9, 1969. 

Clarence D. Palmby. 

Assistant Secretary . 

[FR Doc. 69-14767; Filed, Dec. 11. 1960; 
8:48 am.] 


Chapter VIII—Agricultural Stabiliza¬ 
tion and Conservation Service, De¬ 
partment of Agriculture 

SUBCHAPTER B—SUGAR REQUIREMENTS AN0 
QUOTAS 

(8ugar Reg. 817, Arndt. 3| 

PART 817—REQUIREMENTS RELAT¬ 
ING TO BRINGING OR IMPORTING 
SUGAR OR LIQUID SUGAR INTO 
CONTINENTAL UNITED STATES 

Applications by Importer 

Basis and purpose and bases and con¬ 
siderations. This amendment is Issued 
pursuant to authority vested in the Sec¬ 
retary of Agriculture by the Sugar Act 
of 1948. as amended (61 Stat. 922, ns 
Amended), hereinafter referred to as the 
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♦♦Act", and for the purpose of amending 
5 817.4(a)(4) to permit, upon written 
request by an importer, the issuance of 
an authorization to release raw sugar to 
an importer prior to naming the ultimate 
refiner who will receive such sugar. This 
amendment is necessary because occa¬ 
sionally. near the end of the year, condi¬ 
tions may arise in the sugar market 
wliich would Jeopardize the opportunity 
of a country or area to complete the fill¬ 
ing of its quota simply because of diffi¬ 
culties In arranging a sale to a refiner. 
In such circumstances, the amendment 
will facilitate the entry of the sugar In 
question and hence the filling of the 
quota. 

By virtue of the authority vested in the 
Secretary of Agriculture, by the Act. 
Part 817 of this chapter (32 F.R. 14363, 
33 F.R. 3423, 34 F.R. 378) is hereby 
amended by amending subparagraph (4) 
of paragraph (a) of 5 817.4 to read as 
follows: 

g 817.4 Application* by importer. 

fa) • • • 

(4) Name and address of the person 
to whom delivery is to be made from the 
importing carrier. If not known when an 
application is submitted, tills Information 
must be supplied before a Collector will 
be authorized to release the sugar: Pro¬ 
vided. That upon written request submit¬ 
ted within the last 2 weeks of the year by 
the importer to the Secretary the Col¬ 
lector may be authorized to release raw 
sugar to the Importer named on the 
Sugar Quota Clearance Record (Form 
SU-3) with the importer having the 
privilege of subsequently naming, prior 
to a date specified in each case by the 
Secretary, the refiner who will receive 
such sugar. 

• # • • • 

(Sec. 403; 61 SUt. 932; 7 UjS.C. 1153; sec. 202: 
61 SUt. 924, us amended; 7 U.8.C. 1112) 

Effective dote. Due to the nearness of 
the end of the calendar year when sugar 
quotas terminate and in view of the fact 
that circumstances may exist which 
could Jeopardize the opportunity of a 
country or area to fill its quota It is im¬ 
perative that this amendment be made 
effective at the earliest possible date. Ac¬ 
cordingly, It is hereby determined and 
found that compliance with the notice, 
procedure and effective date require¬ 
ments of 5 U.S.C. 553 is unnecessary, im¬ 
practicable and contrary to the public 
interest and this amendment shall be 
effective when published in the Federal 
Register. 

Signed at Washington, D.C., on De¬ 
cembers, 1069. 

Kenneth E. Frick, 
Administrator. Agricultural Sta¬ 
bilization and Conservation 
Service . 

|F.R Doc. 69-14738; Filed, Dec. 11, 1969; 

8:45 ft m ] 


Chopter IX—Consumer and Market¬ 
ing Service (Marketing Agreements 
and Orders; Fruits, Vegetables, 
Nuts), Department of Agriculture 

PART 907 — NAVEL ORANGES 
GROWN IN ARIZONA AND DESIG¬ 
NATED PART OF CALIFORNIA 

Subpart—Rules and Regulations 

Miscellaneous Amendments 

Correction 

In F.R. Doc. 69-13637 appearing at 
page 18223 in the issue of Friday, No¬ 
vember 14. 1969. in the eighth line of 
9 907.102(a) (2), the reference to "5 907. 
22(c) should read M f 907.22(e)*. 


Title 32—NATIONAL DEFENSE 

Chapter I—Office of the Secretary of 
Defense 

SUBCHAFTER C—REGULATIONS PERTAINING TO 
MILITARY JUSTICE 

PART 150—courts of military 
REVIEW RULES OF PRACTICE AND 
PROCEDURE 

Subchapter C of Chapter I of Title 32 
of the Code of Federal Regulations is re¬ 
vised to read as follows: 

Sec. 

150.00 Purpose. 

150.01 Name and seal. 

150.02 Jurisdiction 
150,03 Scope of review. 

150.04 Quorum. 

150.05 Place for filing papers. 

150.06 Signing of papers. 

150.07 Computation of time. 

150.08 Qualification of counsel. 

150.09 Conduct of counsel. 

150.10 Request for appellate defense coun¬ 

sel. 

150.11 Retention of civilian counsel. 

160.12 Failure to request or give notice of 

appellate counsel. 

150 13 Mandatory assignment of appellate 
defense counsel. 

160.14 Notice of appearance of counsel. 

150.15 Availability of records of trial to 

civilian counsel. 

150.16 Assignment of errors; briefs. 

150.17 Oral arguments. 

150.18 Decisions of tho court. 

150.19 Reconsideration. 

150.20 Petition for new trial. 

150.21 Motions. 

150.22 Continuances and Interlocutory mat¬ 

ters. 

160.23 Form for direction for review. 

150.24 Form for assignment of errors 

(I 150.16). 

150.25 Form for assignment of errors and 

brief on behalf of accused 
(I 150.16). 

Authority : The provisions of this Part 150 
Issued under sec. 866. 70A Stat. 59; 10 UJS.C. 
866 . 

Bournes: Joint Publication: AFM 111-4;» 
AR 27-13;* NAVSO P-2319;* CO 241A,* 
Aug. 1. 1969. 


1 Filed os part of the original document. 


§150.01 Name and seal. 

(a) The titles of the Courts of Mili¬ 
tary Review of the respective services 
arc: 

(1) “United States Army Court of 
Military Review." 

(2) “United States Navy Court of 
Military Review." 

(3) “United States Air Force Court of 
Military Review." 

(4) “United States Coast Guard Court 
of Military Review." 

(b) Each court is authorized a seal 
in the discretion of The Judge Advocate 
General concerned. The design of such 
seal shall include the title of the court. 

§ 150.02 JurUclirlicm. 

The court shall review the record in 
the following cases. 

(a) Review under Article 66. All cases 
of trial by court-martial in which the 
sentence, as approved, affects a general 
or flag officer or extends to death, dis¬ 
missal of a commissioned officer, cadet 
or midshipman, dishonorable discharge 
or bad conduct discharge, or confine¬ 
ment at hard labor for 1 year or more. 

(b) Review upon direction of The 
Judge Advocate General under Article 
69. All cases of trial by general court- 
martial in which there has been a find¬ 
ing of guilty and a sentence, the appel¬ 
late review of which is not otherwise 
provided for by Article 66. and which 
The Judge Advocate General forwards by 
direction for review’ to the court 
(5 150.23). 

§ 150.03 Scopr of rf virn. 

(a) The court may act only with re¬ 
spect to the findings and sentence as 
approved by the convening authority. 

(b> The court may act on a petition 
for new trial only In a case pending 
before the court. 

(c) The oourt may review such other 
matters as it may determine to be proper 
under substantive law. 

§ 150.0-1 Quorum. 

(a) In panel. A majority of the Judges 
when sitting In panel constitutes a 
quorum for the purpose of hearing and 
determining any matter referred to the 
panel. The determination of any matter 
referred to the panel shall be according 
to the opinion of a majority of the 
Judges participating in the decision. In 
the absence of a quorum, any Judge 
present for duty may moke all necessary 
orders touching any proceedings pending 
in panel preparatory to hearing or deci¬ 
sion thereof. 

<b> En banc. When sitting as a whole, 
a majority of the judges of the court 
constitutes a quorum for the purpose of 
hearing and determining any matter be¬ 
fore the court. The determination of any 
matter before the court shall be accord¬ 
ing to the opinion of a majority of the 
judges participating In the decision. In 
the absence of a quorum, any Judgo 
present for duty may make all necessary 
orders touching any proceedings pend¬ 
ing in the court preparatory to hearing 
or decision thereof. 


No. 336-8 
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§ 150.05 Plater for filing |Ki|><-r*. 

When the filing of a notice of appear¬ 
ance. brief, or oilier paper in the office 
of a Judge Advocate General Is required 
by this part, such papers shall be filed 
in the office of The Judge Advocate Gen¬ 
eral of the appropriate armed force. If 
transmitted by mail or other means, they 
are not filed until received in such office. 

g 150.06 Signing of paper*. 

All formal papers shall be signed And 
shall show, typewritten or printed, the 
name and address of the person signing 
same, together with his military rank, 
if any, and the capacity in which he 
signs the paper. Such signature consti¬ 
tutes a certificate that the statements 
made therein are true and correct to the 
best of the knowledge. Information, and 
belief of the person signing the paper, 
and that the paper is filed in good faith 
and not for purposes of unnecessary 
delay. 

§ 150.07 (compulation of limr. 

In computing any period of time pre¬ 
scribed or allowed by this part, by order 
of the court, or by any applicable 
statute, the day of the act, event or de¬ 
fault after which the designated period 
of time begins to run is not to be 
included. The last day of the period so 
computed is to be included, unless it is 
a Saturday. Sunday, or legal holiday, in 
whJcli event the period runs until the 
end of the next day which Is neither a 
Saturday. Sunday, nor a holiday. When 
the period of time prescribed or allowed 
is less than 7 days, intermediate Satur¬ 
days. Sundays, and holidays shall be 
excluded In the computation. 

§ 150.08 Qualification of roiin*rl. 

(a) In any proceeding before the 
court, the accused may be represented 
by civilian counsel provided by him or 
by assigned appellate defense counsel. 
Civilian counsel shall be a member of the 
bar of a Federal court or of the highest 
court of a State, and may be required 
to file a certificate setting forth such 
qualifications. Assigned appellate defense 
and Government counsel shall be quali¬ 
fied in accordance with Articles 70(a) 
and 27(b) fl). 

<b> Civilian counsel may not act as 
counsel before the court If he has been 
suspended by The Judge Advocate Gen¬ 
eral of the service concerned and such 
suspension lias not been revoked <MCM. 
1969 <Rev.) # par. 43). 

§ 150.09 Conduct of couiim*!. 

<a> The conduct of counsel appearing 
before the court shall be in accordance 
with the rules of conduct prescribed in 
the Manual for Courts-Martial. 1969 
* Revised Edition), paragraph 42b. 

<b) The court may exercise its inher¬ 
ent right to remove, on an ad hoc basis, 
counsel misbehaving before or in relation 
to their appearance before the court. 
When a counsel has been so removed and 
the court considers that his conduct was 
such as probably to warrant suspension, 
either temporarily or indefinitely, the 


court shall report the misconduct to The 
Judge Advocate General of the service 
concerned and make such recommenda¬ 
tions as deemed appropriate. 

§ 150.10 RcqucM for apprllalt* drfctiM* 
counsel. 

A request for representation by appel¬ 
late defense counsel shall be forwarded 
to the convening or reviewing authority 
for attachment to the record or dis¬ 
patched to the office of The Judge Ad¬ 
vocate General within 10 days from the 
date of notice of the action of the con¬ 
vening or reviewing authority, whichever 
is later. In cases directs for review 
under Article 69. the accused shall have 
5 days from the time he receives notice 
of such direction to forward a request for 
appellate defense counsel to the Office of 
The Judge Advocate General. Any re¬ 
quest for appellate defense counsel may 
be accompanied by a statement as to 
the errors or other matters urged as 
grounds for relief. If trial defense coun¬ 
sel files a brief as provided in Article 
38<c). the brief may be submitted in lieu 
of this statement. 

§ 150.11 Rrtculion i»f Chilian rmm*?!. 

(a) Notice that an accused has re¬ 
tained or has taken action to retain civil¬ 
ian counsel to represent him before the 
court shall be forwarded to the convening 
or reviewing authority for attachment 
to the record or dispatched to The Judge 
Advocate General within 16 days from 
the date of notice of the action of the 
convening or reviewing authority, which¬ 
ever is later. In cases directed for review 
under Article 69. the accused shall for¬ 
ward such notice within 10 days after 
receipt of notice by him of such direc¬ 
tion. The notice of retention of civilian 
counsel shall be signed by the accused 
or his representative and shall state the 
name and address of such civilian coun¬ 
sel. When the accused has forwarded a 
timely notice of intention to retain coun¬ 
sel, a notice of retainer stating the name 
and address of such counsel must be re¬ 
ceived in the office of The Judge Ad¬ 
vocate General within 10 days of receipt 
of the notice of intention. Civilian coun¬ 
sel will thereafter be notified of the re¬ 
ceipt of the record of trial in the office 
of The Judge Advocate General, the 
number of the case, and the arrange¬ 
ments made, or to be made, for a hearing 
before the panel or court sitting as a 
w’hole. 

<b> If the accused has forwarded a 
timely notice of intention to retain civil¬ 
ian counsel, appellate defense counsel 
shall be assigned to represent the inter¬ 
ests of the accused pending appearance 
of civilian counsel. 

§ 150.12 Failure lo rrtiticM or give notice 
of appellate* roaturl. 

Failure of an accused to request appel¬ 
late defense counsel or to give notice of 
retainer of civilian counsel or of inten¬ 
tion to retain civilian counsel within the 
times prescribed may be regarded as a 
waiver of such right and the court may 
take final action in the case. 


§ 150.13 Mandatory alignment of up- 
prllnlr drfcflfcC* coiuuel. 

In all cases in which the United 8tatcs 
is represented by counsel before the 
court, the accused shall be assigned ap¬ 
pellate defense counsel. 

§150.11 Notice of appearance of 
counsel. 

(a> Jn writing. Military and civilian 
appellate counsel shall file a written no¬ 
tice of appearance in the office of The 
Judge Advocate General. 

(b) Filing of pleading and other 
paper. The filing of any pleading or other 
paper relative to a case in the office of 
The Judge Advocate General which con¬ 
tains the signature of counsel constitutes 
notice of appearance for such counsel. 

§ 150.15 Availability of record* of trial 
to civilian roun*«*l. 

Ordinarily, the accused Is expected to 
make his copy of the record of trial avail¬ 
able to civilian cotinsel. If civilian counsel 
does not have access to the accused's per¬ 
sonal copy of the record, arrangements 
may be made with appellate defense 
counsel to permit examination of a copy 
of the record in the office of The Judge 
Advocate General and to make a copy 
of the whole or any part thereof without 
expense to the Government. 

§ 150.16 Assignment of errors: briefs. 

(a) General provisions . Within 30 
days after notification of the receipt of 
the record in the office of The Judge 
Advocate General, appellate counsel for 
the accused shall flic an assignment of 
errors setting forth separately and par¬ 
ticularly each error asserted and in¬ 
tended to be urged (f 150.24). The as¬ 
signment of errors may be Included in. 
or filed in lieu of, a brief for the accused 
(I 150.25). An original and five clear 
copies of all assignments of errors and 
briefs shall be submitted. Briefs and as¬ 
signments of errors shall be typewritten, 
double-spaced on 8" by 12 V' (legalcap) 
white paper, securely fastened at the top. 
All references to matters contained in 
the record shall show record page num¬ 
bers and any exhibit designations. A brief 
on behalf of the Government shall be of 
like character as that prescribed for the 
accused. 

(b) Number of brief t. Appellate coun¬ 
sel shall be limited to the filing of one 
brief for each side unless the court other¬ 
wise permits or directs. 

(c) Time for filing. Any brief for an 
accused shall be filed within 30 days after 
his appellate counsel has been notified of 
the receipt of the record in the office of 
The Judge Advocate General. If The 
Judge Advocate General has directed ap¬ 
pellate Government counsel to represent 
the United States, such counsel may file 
a brief on behalf of the Government 
within 30 days after any brief or an 
assignment of errors has been filed on 
behalf of an accused. If no brief is filed 
on behalf of an accused, a brief on behalf 
of the Government may be filed within 
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30 days alter expiration of the time al¬ 
lowed for the filing of a brief on behalf 
of the accused. 

<d) The time for filing briefs relating 
to Issues specified by the court shall be 
as directed by the court. 

(e> A brief of an amicus curiae may be 
filed only by permission of the court. 

§ I .>0.17 Oral ori'iiitirnl*. 

(a) When heard ; waiver. Oral argu¬ 
ments shall be heard after briefs have 
been filed in accordance with § 150.16 of 
this part. A case may be submitted with¬ 
out oral arguments with permission of 
the court. 

<b) Notice of setting of arguments. 
The court shall give appellate counsel at 
least 10 days* notice of the time and 
place of oral arguments. 

(c> Time limits. No more than 30 min¬ 
utes on each side shall be allow’ed for 
oral argument unless the time is ex¬ 
tended by leave of court. 

(d> Number of counsel; opening and 
closing . The court in Its discretion may 
limit the number of counsel making an 
oral argument. The defense has the right 
to make opening and closing arguments. 

(e> Failure to appear. Failure of appel¬ 
late counsel to appear at the time and 
place set for oral argument may be re¬ 
garded as a waiver thereof and the court 
may proceed to act on the case as sub¬ 
mitted without argument, or. in its dis¬ 
cretion. may continue the case for argu¬ 
ment at a later date, giving due notice 
thereof. 

(f) Presence of accused. The accused 
does not have a right to be present at the 
hearing before the court. 

g 1*>0.18 I)eri»ion« of llic court. 

(a > When hearing En Banc will be or¬ 
dered. On their own motion, a majority of 
all the Judges present for duty may order 
that a hearing or rehearing be referred to 
the court sitting as a whole. Such a hear¬ 
ing or rehearing ordinarily will not be 
ordered, except Cl) when consideration of 
the full court is necessary to secure or 
maintain uniformity of its decisions, or 
(2) when the proceeding Involves a ques¬ 
tion of exceptional importance, or (3) 
when the sentence, as approved by the 
convening authority, affects a general or 
flag officer or extends to death. 

<b) Hearing En Banc at suggestion of 
a party. A party may suggest the appro¬ 
priateness of a hearing or rehearing by 
the court sitting as a whole. The sugges¬ 
tion shall be filed with the court within 5 
days after appellate Government counsel 
files its reply to the assignment of errors. 
Upon receipt of such suggestion, all the 
Judges present for duty shall be polled, 
and a majority vote on the suggestion is 
final. 

(c> Notice of decisions. Notice of the 
decision of the court shall be accom¬ 
plished as prescribed in the Manual for 
Courts-Martial, 1969 (Revised edition >. 
paragraph 100. and when rendered shall 
be Immediately served on appellate de¬ 
fense and Government counsel and The 
Judge Advocate General. 

<d> Copies of decisions. A copy of the 
decision of the court shall be furnished 
appellate counsel for the accused. 


§ 150.19 Reconsideration. 

(a) The court may. in its discretion 
and on its own motion, enter an order in 
any case not later than 30 days after 
service of its decision on the accused to 
reconsider such decision, provided a peti¬ 
tion for grant of review or certificate for 
review' has not been filed with the U.8. 
Court of Military Appeals, or a record of 
trial for review under Article 67<b> has 
not been received by that court. Copie* of 
such order will be served on appellate de¬ 
fense counsel and appellate Government 
counsel No briefs or arguments shall be 
received unless the order so directs. 

(b) The court may. in its discretion, 
reconsider its decision in any case upon 
motion filed by either appellate defense 
counsel within 10 days from the time an 
accused is notified of the decision of the 
court or upon motion of appellate Gov¬ 
ernment counsel within 10 days after re¬ 
ceipt of its decision, provided a petition 
for grant of review or certificate for re¬ 
view has not been filed with the U.S. 
Court of Military Appeals, or a record of 
trial for review under Article 67(b) has 
not been received by that court. 

(c) A motion for reconsideration shall 
briefly and directly state the grounds for 
reconsideration Including a statement of 
facts allowing jurisdiction in the court. 
A reply to the motion for reconsideration 
will be received by the court only if filed 
within 5 days of receipt of a copy of the 
motion. Oral arguments shall not be 
heard on a motion for reconsideration 
unless ordered by the court. The original 
of the motion filed with the court shall 
indicate the date of receipt of a copy of 
the some by opposing counsel. 

(d> The time limitations prescribed by 
this section shall not be extended under 
the authority of ! 150.22 beyond the ex¬ 
piration of the time for filing a petition 
or review by the UJS. Court of Military 
Appeals, except that the time for filing 
briefs by either party may be extended 
for good cause. 

$ 150.20 Petition for new trial. 

(a) General provisions. The court shall, 
as soon as practicable after receipt from 
The Judge Advocate General of a petition 
for a new f trial in a case pending before 
the court, notify appellate counsel for 
the accused of such receipt. 

<b> Additional investigation. The court 
on considering a petition for a new trial 
may. when it deems appropriate, refer 
the matter to The Judge Advocate Gen¬ 
eral who shall cause further Investigation 


to be made and to report the results 
thereof to the court. 

(c) Answer. Appellate Government 
counsel shall file an answer to a petition 
for new trial within 10 days after being 
notified of the receipt thereof by the 
Court. 

<d> Briefs . Any brief in support of a 
petition for new trial shall be filed within 
10 days of appellate Government coun¬ 
sel's answer. If appellate Government 
counsel fails to file an answer, accused 
may file a brief within 10 days after the 
expiration of the time allowed for the 
filing of appellate Government counsel's 
answer. Appellate Government counsel's 
brief shall be filed within 10 days of the 
filing of accused's brief. If accused fails 
to file a brief, appellate Government 
counsel may file a brief within 10 days 
after the expiration of the time allowed 
for filing of accused’s brief. 

<e> Oral argument. Except when or¬ 
dered by the court, oral argument stiall 
not be permitted on a petition for a new 
trial. 

g 150.21 Motions. 

(a) Content. All motions, unless made 
during the course of a hearing, shall state 
with particularity the relief sought and 
the grounds therefor. Motions, pleadings, 
and other papers desired to be filed with 
the court may be combined in the same 
document, with the heading indicating, 
for example. “Motion To File (Supple¬ 
mental Assignment of Errors* (Certifi¬ 
cate of Correction) (Supplemental 
Pleading)” or “Assignment of Errors 
and Motion To File Attached Report of 
Medical Board*'. 

<b> Opposition. Any opposition to a 
motion shall be filed within 5 days after 
receipt by the opposing party of service 
of the motion. 

<c> Leave to file. Any pleading not re¬ 
quired by this part shall be accompanied 
by a motion for leave to file such pleading. 

(d> Oral argument. Except when or¬ 
dered by the court, oral argument shall 
not be permitted on motions. 

g 150.22 Con tin turner* und in Irr lorn lory 
matter*. 

Except as otherwise provided in 
i 150.19(d), the court, in its discretion, 
may dispose of any Interlocutory or other 
appropriate matter not specifically cov¬ 
ered by this part, in such manner as may 
appear to be required for a full, fair, and 
expeditious consideration of the case. 
(See 5 150.04.) 


§ 150.23 Form for direction for review. 

In the U.8. Army 1 Couet or Military Rrvirw 


United States 
v. 

Private (E-l) John Richard Doe. RA 00 000 000. 
<98AN: 000-00-0000), U.8. Army, 300th Ad¬ 
ministration Company. 300th Infantry Divi¬ 
sion, APO New York 00000. 


Direction for Review: 

Case No.__ 

Tried at___ on___ 

before a OCM appointed 


by 


To the Honorable, the Judges or the U.S. Abut * Court or Military Review 


1. Pursuant to the Uniform Code of Military Justice. Article 69. and tho Rules of 
Practice and Procedure for Courts of Military Review. Rule 2b. the record of trial In the 
above-entitled case is forwarded for review pursuant to the Uniform Code of Military 
Justice, Article 66. 


* Use Navy. Air Force, or Coast Guard as the case may be. 
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eiceed the spedfled section 


Motor Vehicle Safety Standard No. 110 


Tire Mize 


Rim » 


Tire size 


Rim * 


TIRE SELECTION AND RIMS—PASSENGER CARS 

1. Delete Table I of Appendix A and 
insert the following new Table I of 
Appendix A: 

FMVSa No. no 


165/70 R 13_ 

175/70 R 13.... 
186/70 R 13.... 

156/70 R 14_ 

175/70 R 15- 

5 0-15 _ 


APPENDIX A-TABLE I 


(Alternative Rim*) 


Tire tize 

Kim • 

4.80-10_ 

J .SOD. 

6.40-15_ 

4-JJ, 44-JJ. 4V4-K, 4JOB. 
5 .OOB, 5-JJ. 5-K, 5VWJ. 

7 00-15_ 

5.OOF. 5-K. 

8.25-15_ 

5V4-JJ. 6-K.6-L. 

8.55-15. 

5Vi-JJ. 6-JJ, 6-K, 6-L. 

8.90-15_ 

5 JJ.6S-L.7-L. 

9 15-15. 

54-JJ. 

L84-15 _ 

64^IJ. 6-JJ, 6^-JJ, 7-JJ. 

E50C-16 _ 


F50C-16 . 

JV4. 

H50C-17 . 


EGO-15_ 

6-JJ, 7-JJ. 

F60-15.. 

6 4 -JJ. 7-JJ, 

060-15 .. 

7-JJ. 

D70-13 . 

SH-JJ.5K-K- 

E70-I4 . 

7-JJ. 

P70-14 . 

7-JJ. 

070-14.. 

7-JJ. 

C70 15-- 

5>WJ. 

E70-15 . 

7-JJ. 

F70-15. 

8-JJ. 

070-15. 

7-JJ. 


luUlctsced designations denote Test Rims. 


5.5-16 . 

145-10 . 

145-13 .. 

165-13 _ 

185-15.- 

5.20-13_ 

5.80-13 . 

6.00-13 _ 

5.60-15 . 

135 R 13_ 

150 R 13. 

155 R 13_ 

160 R 13. 

170 R 13. 

165 R 15_. 

155-13/6.16-13. 

C78-13_ 

B78-14 _ 

C78-14 . 

D78-14. 

E78-14 _ 

P78-14 _ 

078-14_ 


4%-JJ. 5-JJ. 

5-JJ.5H-JJ 
4Vfc-JJ, 5VJ.54-JJ 

4- JJ. 

5- JJ. 

3 50B. 3.50D. 3»^-JJ, 4-J/. 
400C. 

3SOD. 3 Va-JJ, 4-JJ. 4‘i-JJ. 
3.SOB. 

3Vi-JJ,4*^-JJ. 

4^-JJ. 

4’i-JJ. 

4*^-JJ. 

4- JJ. 

5- K 

4 Vi“JJ. 

3^-JJ. 4.0OB. 4^-JJ. 5-JJ. 
5-JJ. 

4 OOB. 4%-JJ. 5-JJ, 5*<j-JJ. 
4i^-JJ. 5-JJ. 5Vi-JJ. 6-JJ. 
5-K. 

5-JJ. 

5H-JJ. 

4^-JJ. 4H-K. 5-JJ, 5-K. 
4^-JJ, S-JJ. 5-Jf, 5Vi-JJ. 
G-JJ. 

4>j-JJ. 5-JJ. 5-K. 5'i-JJ. 
6-JJ. 

4H-JJ. 6-JJ, 5-K. 5V4-JJ, 
$Vm-K, 6-JJ. 8^-JJ. 

5-JJ. 5 K. 5^-JJ, 5V4-K. 

6-JJ. 6-K 6‘^-Jj 
5-JJ. 514-JJ, 5%-K. 6 JJ. 
6-K, 7-JJ. 


H78-14 . 

— 

34-JJ. 6 -JJ, 6 -K, 6 * 4 -JJ. 
«H-K. 

J78-14 . 


6 -JJ, 6 -K. 6 Vi-JJ. 

C78-15 . 


4V4-JJ.44-K, 5-JJ. 5-K 

D78-15 . 

_ 

5-JJ. 5-K. 

K78-15 . 


4^-K. 5-JJ. 5-K, 54-JJ, 
5^-K,6-JJ. 

F78-15 - 


4^-K. 5-JJ, 5-K, Sft-JJ. 
5H-K. 6 -JJ. 

078-15 . 


5-JJ. 5-K. 5H-JJ. SVi-K, 
6 -JJ. 6 -K. 0-L. 7-JJ. 

H78-15 . 


flV^-JJ. 5V4-K. 5-JJ, O K. 
S-L. 6 H-K. 

J78-I5 .. 

....—- 

6 -JJ, 6 -K. 0-L. 6%-JJ. 

L78-15 .. 

....... 

6-JJ. 6-K.5-L. 64-JJ. 

BR78-13 



CR78* 14 

-, 

5-JJ. 

DR78-14 

. r . , mm 

5-JJ. 

ER78-14 


5-JJ. 

FR78-14 

_. . 

5*4-JJ. 

OR78-14 


6 -JJ. 

HR78-14 

__ T 

6-JJ. 

JR78-I4 


*%-JJ. 

ER78-15 

...... 

5H-JJ. 

FR78-15 


5H-JJ, 

GR78-15 


6 -JJ. 

HR78-15 


6 -JJ. 

JR78-15 

...... 

6\±-JJ. 

LR78-15 

-- 

6 »,WJ. 


Note: Where JJ rims are specified In the 
above table. J and JK rim contours are 
permissible. 


|F.R. Doc. 60-14708; Filed, Dec. 11. 1069; 
0:46 ajn.) 
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Proposed Rule Making 


DEPARTMENT DF HEALTH, 
EDUCATION, AND WELFARE 

Public Health Service 
[ 42 CFR Part 73 ) 
BIOLOGICAL PRODUCTS 

Additional Standards: Cryoprecipi- 
tated Antihemophilic Factor (Human) 

{ Notice Is hereby given that the Direc¬ 
tor, National Institutes of Health, pro- 
I poses to amend Part 73 of the Public 
I Health Service Regulations by prescrib- 
I ing specific standards of safety, purity. 

I and potency for Cryoprecipitated Anti- 
I hemophilic Factor (Human). 

Inquiries may be addressed, and data, 

I views, and arguments may be presented 
by Interested parties, in writing, in 
triplicate, to the Director. National In¬ 
stitutes of Health, Public Health Service. 
9000 Rockville Pike. Bethesda. Md. 20014. 
All relevant material received not later 
than 60 days after publication of this 
notice in the Federal Register will be 
considered. 

Notice is also given that it is proposed 
to make any amendments that are 
adopted effective upon publication in the 
I Federal Register. 

1. Amend the table of contents by add¬ 
ing the following In numerical sequence: 

' Additional Standards: Cryoprecipitated 
Antihemophilic Factor (Human) 

73.310 The product, 

73.311 Processing. 

73312 General requirement*. 

§ 73.38 [Amended] 

2 Amend 5 73.38 by inserting immedi¬ 
ately after the words “Antihemophilic 
Plasma (Human), 0 the following 'Cryo¬ 
precipitated Antihemophilic Factor 
(Human ). M . 

g 73.10 [Amended] 

3. Amend $ 73.40 by inserting immedi¬ 
ately above the listing “Whole Blood 
(Human). Between 1* and 10* C" the 
following: “Cryoprecipitated Antihemo¬ 
philic Factor (Human) —18* C. or 
colder.** 

§ 73.73 [Amended] 

4. Amend 5 73.73(f)(4) by inserting 
immediately after the w f ords “Whole 
Blood < Human >/* the following “Cryo¬ 
precipitated Antihemophilic Factor 
(Human) 

g 73.74 [Amended] 

5 Amend 5 73.74(b) by inserting im¬ 
mediately after the words “FToducti* con¬ 
taining formed blood elements;’* the 
following “Cryoprecipitated Antihemo¬ 
philic Factor (Human) ; M . 


§ 73.86 l Amended J 

6. Amend 5 73.86 by inserting immedi¬ 
ately after the listing “Collagenase— 
Eighteen months, provided labeling rec¬ 
ommends storage at no warmer than 
25* C. 5 73.84 does not apply.” the 
following: 

Cryoprecipitated Anti- 12 month* from date 
hemophilic Factor of collection of 
(Human). source blood, pro¬ 

vided labeling rec¬ 
ommends storage 
at not above —18 4 
C. I 73.84 does not 
apply. 

7. Amend Part 73 by adding the fol¬ 
lowing In numerical sequence: 

Additional Standards: Cryoprecipitated 
Antihemophilic Factor (Human) 

g 73.310 Tlie produel. 

(a) Proper name and definition. The 
proper name of this product shall be 
Cryoprecipitated Antihemophilic Factor 
(Human) which shall consist of a prep¬ 
aration containing the antihemophilic 
factor obtained from a single unit of 
human blood. 

(b) Source. Cryoprecipitated Anti¬ 
hemophilic Factor (Human) shal be pre¬ 
pared from human blood meeting the 
following criteria: 

(1) Suitability of the donor. Blood for 
Cryoprecipitated Antihemophilic Factor 
(Human) shall be obtained only from a 
donor who meets the criteria for suita¬ 
bility prescribed in I 73.301. 

(2) Collection of the Blood. Blood for 
Cryoprecipitated Antihemophilic Factor 
(Human) shall be collected as prescribed 
In 5 73.302 except that paragraphs <d> 
(2). (g) . and (h) shall not apply. 

(3) Testing the blood. Blood for 
Cryoprecipitated Antihemophilic Factor 
(Human) shall be tested as prescribed in 
5 73.303 (a), <b>. and (C>. 

§73.311 Processing. 

(a) Separation of plasma. The plasma 
shall be separated from the red blood 
cells by a closed sterile system within 4 
hours after collection. 

<b) Freezing the plasma. The plasma 
shall be frozen within 2 hours after sep¬ 
aration. A combination of dry ice and 
organic solvent may be used for freezing 
provided the procedure has been shown 
not to cause the solvent to penetrate the 
container or leach plasticizers from the 
container into the frozen plasma. 

<c) Separation of Cryoprecipitated 
Antihemophilic Factor (Human ). The 
Cryoprecipitated Antihemophilic Factor 
(Human) shall be separated from the 
plasma in a closed system by a procedure 
that precludes contamination and has 
been shown to produce a product that 
demonstrates potency in patients having 
a factor VIII deficiency. 

(d) Final container. Final containers 
used for Cryoprecipitated Antihemo¬ 


philic Factor (Human) shall be un¬ 
colored and transparent to permit visual 
Inspection of the contents and any clo¬ 
sure shall be such as will maintain an 
hermetic seal and prevent contamination 
of the contents. The container material 
shall not interact with the contents un¬ 
der the customary conditions of storage 
and use. in such a manner as to have 
an adverse effect rpon the safety, purity 
and potency of the product. At the time 
of filling, the final container shall be 
marked or identified by number or other 
symbol so as to relate it to the donor. 

g 73.312 General requirement*. 

(a) Diluent. No diluent shall be added 
to the product by the manufacturer. 

(b> Storage. Immediately after proc¬ 
essing the product shall be placed in 
storage and maintained at —18* C. or 
colder. 

(c) Labeling. In addition to the items 
required by other provisions of this part, 
the package label shall bear the 
following: 

(1) Designation of blood group and 
type of the source blood. 

<2) A warning against using the prod¬ 
uct if there is evidence of thawing dur¬ 
ing storage. 

<3) Instructions to thaw Cryoprecipi¬ 
tated Antihemophilic Factor (Human) 
in a water bath maintained at not 
warmer than 37* C. 

(4) Instructions to store the product 
at room temperature after thawing and 
to use the product within 6 hours after 
thawing or within 1 hour of entering 
the container. 

(5) Instructions to use a filter in the 
administration equipment. 

(See. 215, 58 8tat. 690. as amended: 42 U S CV 
216. sec. 351. 58 8tat. 702. as amended: 42 
VB C. 262) 

Dated: October 31. 1969. 

Robert Q. Marston, 

Director . 

National Institutes of Health. 

Approved: December 8.1969. 

Robert H. Finch. 

Secretary. 

|FB. Doc. 69-14765; Filed, Dec. 11, I960; 

8:47 ajn.) 


FEDERAL POWER COMMISSION 

[ 18 CFR Part 157 ] 

(Docket No. R-3751 

NATURAL GAS SALES 

Budget-Type Certificate Authority To 
Make Direct Sales 

December 8.1969. 

1. Notice is given, pursuant to section 
553 of title 5 of the United States Code 
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PROPOSED RULE MAKING 


and sections 4. 5. 7. and 16 of the Natural 
Gas Act (15 UBC. 717c, 717d. 717f. 
717o), that the Commission proposes to 
amend $ 157.7(c) (1) (11) of the regula¬ 
tions under the Natural Gas Act (18 CFR 
157.7(c)(1)(h)) In order to confine the 
operability of the aforementioned provi¬ 
sion of its regulations to transactions 
relating to proposed sales and deliveries 
of natural gas to interruptible direct 
consumers. 

2. It has recently been brought to our 
attention that in several budget applica¬ 
tions in which authorization was sought 
to make direct deliveries to ultimate con¬ 
sumers that it was not specified whether 
such transactions were of a firm or In¬ 
terruptible nature. In addition several 
budget-type applications filed with the 
Commission have requested authoriza¬ 
tion to make both firm and interruptible 
deliveries. 

3. It appears that the scope of the 
aforementioned provision. i.e., 5 157.7 
(c)(1) (11) of the regulations In its pres¬ 
ent form may not be clear. That section 
presently provides as follows: 

(II) Direct sales of natural gas to con¬ 
sumers located in areas outside the franchise 
area of any local distributor. 

The aforementioned language does not 
specify whether the sales contemplated 
by this provision should be confined to 


those which are interruptible in nature. 

4. Firm resale volumes cannot be at¬ 
tached under our regulations through the 
utilization of a budget-type application. 
Hence, it appears that the aforemen¬ 
tioned provision in its present form could 
be discriminatory to customers who pur¬ 
chase gas solely in a resale category. 

5. The rendition of blanket authoriza¬ 
tion to make firm direct sales under 
budget-type applications could divest the 
Commission of control that it should 
properly exercise over existing unallo¬ 
cated capacity in those pipelines that are 
subject to its Jurisdiction. 

6. In order to eliminate confusion and 
clarify the meaning of the aforemen¬ 
tioned provision of its regulations, the 
Commission proposes to amend 5 157.7 
(c)(1)(il), in Part 157. Subchapter E, 
Chapter I of Title 18 of the Code of Fed¬ 
eral Regulations, so that as revised. 
9 157.7(c) (1) (il) would read as follows: 

§ 157.7 Akbrnblfii applirntion*. 

• • • • • 

(c) Gas-sales or transportation facili¬ 
ties — budget-type application. • • • 

<!)••• 

(il) Direct Interruptible sales of natu¬ 
ral gas to consumers located In areas 
outside the franchise area of any local 
distributor. 


(Sec*. 4. 5. 7. 16, of the Natural Oas Act, 62 
8tat. 822. 823. 834. 826. 830, 66 Stat 83. 84; 
61 SUt. 460; 76 Slat. 72; 15 CJB.C. 717 c; 
717d. 717f. 717o) 

7. This amendment to the Commis¬ 
sion's regulations under the Natural Gas 
Act is proposed to be issued under the 
authority granted by the Natural Gas 
Act. as amended, particularly sections 4, 
5. 7. and 16 thereof (52 SUt. 822, 823, 824. 
825, and 830; 56 SUt. 83. 84: 61 SUt. 459: 
76 SUt. 72; 15 U.S.C. 717c, 717d. 717f, 
and 717o). 

8. Any Interested person may submit 
to the Federal Power Commission. Wash¬ 
ington. D.C. 20426. on or before Janu¬ 
ary 20. 1970, daU, views, and comments 
in writing concerning the amendment 
proposed herein. An original and four¬ 
teen (14) copies of any such submittals 
shall be filed with the Secretary of the 
Commission. The Commission will con¬ 
sider all such submltUls before acting 
on the proposed amendment. 

9. The Secretary shall cause prompt 
publication of this notice to be made in 
the Federal Register. 

By direction of the Commission. 

Gordon M. Grant, 

Secretary . 

IFR. Doc. 69-14759; Filed, Dec. 11, 1969; 

B:47 am) 
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Notices 


DEPARTMENT OF THE TREASURY 

Comptroller of the Currency 

(Delegation Order 13] 

FIRST DEPUTY COMPTROLLER OF THE 
CURRENCY ET AL. 

Order of Succession To Act as 
Comptroller 

By virtue of the authority vested In me 
by Treasury Department Order No. 129 
(Rev. No. 2). dated April 22, 1955. it is 
hereby ordered as follows: 

L The following officers in the Bu¬ 
reau of Comptroller of the Currency, in 
the order of succession enumerated, shall 
act as Comptroller of the Currency dur¬ 
ing the absence or disability of the Comp¬ 
troller of the Currency or when there is 
a vacancy In such office: 

(1) Justin T. Watson, First Deputy 
Comptroller of the Currency, 

(2) Thomas O. DeShazo. Deputy 
Comptroller of the Currency. 

(3) David C, Mo tier. Deputy Comp¬ 
troller of the Currency. 

(4) John D. Gwin. Deputy Comptroller 
of the Currency. 

(5) William A. Howland. Jr., Admin¬ 
istrative Assistant to the Comptroller of 
the Currency. 

<6) Frank H. Ellis. Chief National 
Bank Examiner. 

(7) Dean E. Miller, Deputy Comptrol¬ 
ler of the Currency. 

(8) Richard J. Blanchard. Deputy 
Comptroller of the Currency, 

(9) Albert J. Faulstich, Deputy Comp¬ 
troller of the Currency, 

(10) Regional Administrator of Na¬ 
tional Banks at Richmond. Va. 

(11) Regional Administrator of Na¬ 
tional Banks at Philadelphia. Pa. 

(I2> Regional Administrator of Na¬ 
tional Banks at New York City. N.Y. 

(13) Regional Administrator of Na¬ 
tional Banks at Cleveland, Ohio. 

(14) Regional Administrator of Na¬ 
tional Banks at Atlanta. Ga. 

(15) Regional Administrator of Na¬ 
tional Banks at Boston. Mass 

(16) Regional Administrator of Na¬ 
tional Banks at Chicago. Ill. 

(17) Regional Administrator of Na¬ 
tional Banks at Memphis, Term. 

(18) Regional Administrator of Na¬ 
tional Banks at Kansas City. Mo. 

(19) Regional Administrator of Na¬ 
tional Banks at Minneapolis. Minn. 

(20) Regional Administrator of Na¬ 
tional Banks at Dallas, Tex. 

<2D Regional Administrator of Na¬ 
tional Banks at Denver. Colo. 

<22> Regional Administrator of Na¬ 
tional Banks at 8an Francisco. Calif. 

<23> Regional Administrator of Na¬ 
tional Banks at Portland. Oreg. 

2. In the event of an enemy attack 
on the continental United States, all 


Regional Administrators of National 
Banks, including any Acting Regional 
Administrators, are authorized in their 
respective regions to perform any func¬ 
tion of the Comptroller of the Currency, 
or the Secretary of the Treasury, 
whether or not otherwise delegated, 
which is essential to the carrying out 
of responsibilities otherwise assigned to 
them. The respective officers will be 
notified when they are to cease exercis¬ 
ing the authority delegated in this para¬ 
graph. 

3. Delegation Order No. 12 is hereby 
repealed. 

Dated: December 9. 1969. 

fsEALl William B. Camp, 

Comptroller of the Currency. 
1F.R. Doc. 63-14763; Filed. Dec 11. 1969; 

8:47 *.m.) 


Internal Revenue Service 
ISAAC GOLDSTEIN 
Notice of Granting of Relief 

Notice is hereby given that Isaac 
Goldstein. 7507 Northsven Road. Dallas. 
Tex. 75230, has applied for relief from 
disabilities Imposed by Federal laws with 
respect to the acquisition, receipt, trans¬ 
fer. shipment, or possession of firearms 
incurred by reason of his conviction on 
October 17. 1955, by the Criminal Dis¬ 
trict Court in Dallas County. Tex., of a 
crime punishable by imprisonment for 
a term exceeding 1 year. Unless relief 
Is granted, it will be unlawful for Isaac 
Goldstein because of such conviction, to 
ship, transport or receive in interstate 
or foreign commerce any firearm or am¬ 
munition. and he would be ineligible for 
a license under chapter 44. title 18. 
United 8tates Code as a firearms or am¬ 
munition importer, manufacturer, dealer 
or collector. In addition, under Title VII 
of the Omnibus Crime Control and Safe 
Streets Act of 1968. as amended (82 Slat. 
236; 18 U.S.C„ Appendix), because of 
such conviction, it would be unlawful 
for Isaac Goldstein to receive, possess, 
or transport in commerce or affecting 
commerce, any firearm. 

Notice is hereby given that I have con¬ 
sidered Isaac Goldsteins application 
and: 

(HI have found that the conviction 
was made upon a charge which did not 
involve the use of a firearm or other 
weapon or a violation of chapter 44. title 
18. United States Code, or of the National 
Firearms Act; and 

(2) It has been established to my sat¬ 
isfaction that the circumstances regard¬ 
ing the conviction and the applicant's 
record and reputation are such that the 
applicant will not be likely to act in a 
manner dangerous to public safety, and 


that the granting of the relief would not 
be contrary to the public Interest. 

Therefore, pursuant to the authority 
vested in the Secretary of the Treasury 
by section 925(c). title 18. United States 
Code nnd delegated to me by 26 CFR 
178.144. it is ordered that Isaac Goldstein 
be. and he hereby is, granted relief from 
any and all disabilities imposed by Fed¬ 
eral laws with respect to the acquisition, 
receipt, transfer, shipment, or possession 
of firearms and incurred by reason of the 
conviction hereinabove described. 

8igned at Washington. D.C., this 5th 
day of December, 1969. 

I seal 1 Randolph W. Thrower. 

Commissioner of Internal Revenue. 
(FJt Doc. 69-14764; Filed. Dec. II, 1969; 

8:47 a.m.| 


DEPARTMENT OF THE INTERIOR 

National Park Service 

GREAT SMOKY MOUNTAINS 
NATIONAL PARK, N.C.-TENN. 

Notice of Intention To Issue 
Concession Permit 

Pursuant to the provisions of section 5 
of the Act of October 9. 1965 (79 8tat. 
969: 16 U.S.C. 20), public notice is 
hereby given that thirty (30) days after 
the date of publication of this notice, the 
Department of the Interior, through the 
Superintendent. Great Smoky Mountains 
National Park, proposes to issue a con¬ 
cession permit to the Cherokee Boys Club 
Inc. authorizing it to provide firewood 
at Balsam Mountain campground and 
Heintooga picnic area within Great 
Smoky Mountains National Park, for a 
period of 5 years from January 1, 1970, 
through December 31, 1974. 

The foregoing concessioner has per¬ 
formed its obligations under an existing 
permit to the satisfaction of the National 
Park Service, and therefore, pursuant to 
the Act cited above, is entitled to be given 
preference in the issuance of a new per¬ 
mit. How'ever. under the Act cited above, 
the Secretary is also required to consider 
and evaluate all proposals received as a 
result of this notice. Any proposal to be 
considered and evaluated must be sub¬ 
mitted within thirty (30) days after the 
date of publication of this notice. 

Interested parties should contact the 
Superintendent, Great Smoky Moun¬ 
tains National Park, Gatlinburg, Tenn. 
37738. for information as to the require¬ 
ments of the proposed permit. 

Dated: October 15. 1969. 

Keith Neilson, 
Superintendent . 

(F.R. Doc. 69-14747; Filed. Dec. II. 1069; 

8:46 am) 


No. 238-4 
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NOTICES 


GREAT SMOKY MOUNTAINS 
NATIONAL PARK, N.C.-TENN. 

Notice of Intention To Issue 
Concession Permit 

Pursuant to the provisions of section 5 
of the Act of October 9, 1965 <79 Stat. 
969; 16 U.S.C. 20), public notice Is hereby 
given that thirty <30> days after the 
date of publication of this notice, the 
Department of the Interior, through the 
Superintendent. Great Smoky Moun¬ 
tains National Park proposes to issue a 
concession permit to Mr. Mell Mycre, Sr., 
authorizing him to provide firewood and 
newspapers for the public at Elkmont 
campground, for a period of 5 years from 
January 1. 1970, through December 31. 
1974. 

The foregoing concessioner has per¬ 
formed ivis obligations under an existing 
permit to the satisfaction of the National 
Park Service, and therefore, pursuant to 
the Act cited above, is entitled to be given 
preference in the issuance of a new per¬ 
mit. However, under the Act cited above, 
the Secretary is also required to consider 
and evaluate all proposals received as a 
result of this notice. Any proposal to be 
considered and evaluated must be sub¬ 
mitted within thirty <30> days after the 
date of publication of this notice. 

Interested parties should contact the 
Superintendent. Great Smoky Mountains 
National Park. Gatllnburg, Term. 37738, 
for information as to the requirements 
of the proposed permit. 

Dated: October 15, 1969. 

Keith Nkilson, 
Superintendent . 

JF.R. Doc. 69-14748: Filed. Dec, 11. 1969: 

8:46 am. | 


MAMMOTH CAVE NATIONAL 
PARK, KY. 

Notice of Intention To Issue 
Concession Permit 

Pursuant to the provisions of section 
5 of the Act of October 9. 1965 (79Btat. 
969; 16 UJ3.C 20). public notice is hereby 
given that thirty <30> days after the date 
of publication of this notice, the Depart¬ 
ment of the Interior, through the Super¬ 
intendent. Mammoth Cave National 
Park, proposes to issue a concession per¬ 
mit to Robert McDaniel and M. E. Nash, 
authorizing them to provide sightseeing 
boat services on the Green River for the 
public for a period of five (5) years, from 
January 1. 1970 through December 31, 
1974. 

The foregoing concessioners have per¬ 
formed their obligations under an exist¬ 
ing permit to the satisfaction of the 
National Park 6ervice. and therefore, 
pursuant to the Act cited above, are en¬ 
titled to be given preference in the issu¬ 
ance of a new permit. However, under 
the Act cited above, the Secretary Is also 
required to consider and evaluate all pro¬ 
posals received as a result of this notice. 
Any proposals to be considered and eval¬ 
uated must be submitted within thirty 
(30) days after the date of publication of 
tills notice. 


Interested parties should contact the 
Superintendent. Mammoth Cave Na¬ 
tional Park, Mammoth Cave, Ky. 42259, 
for information as to the requirements of 
the proposed permit. 

Dated: September 22, 1969. 

Robert H. Bendt, 
Superintendent. 

Mammoth Cave National Park. 
|F.R. Doc. 69-14749: Filed Dec. 11. 1969; 

8:46 a.m.) 


Office of the Secretary 
FRANKLIN STUART FEHR 

Statement of Changes in Financial 
Interests 

In accordance with the requirements 
of section 710(b) (6) of the Defense Pro¬ 
duction Act of 1950, as amended, and 
Executive Order 10647 of November 28. 
1955, the following changes have taken 
place in my financial interests during 
the past 6 months: 

(1) No change. 

(2) Metropolitan Edtfton Co.—3.8 percent, 
preferred. 3 chare* *; First National Bank of 
Bernvlllc, common, 4 shares; N.Y. Slate Elec¬ 
tric & Gas Corp., common, 8 share*; Oeneral 
PubUc Utilities Corp. common, 98 shares; ‘ 
General Mills (for David Crystal), common, 
6 share*; * Halls Motor Transport, common. 
25 shares; A.T. A T.. common, 10 shares; 
North American Rockwell Corp , common, 35 
share*; Philadelphia Electric Co., oomroon, 
55 shares; ■ Tenneco. common, 30 shares. 

(3) No change. 

(4) No change. 

This statement is made as of Novem¬ 
ber 10, 1969. 

Dated: November 10, 1969. 

F. 8TEWART FEHR. 

|F.R, Doc. 69-14750; Filed. Dec. 11, 1969; 
8:46 am | 

DEPARTMENT OF HEALTH, 
EDUCATION. AND WELFARE 

Food and Drug Administration 
AIR REDUCTION CO., INC. 

Notice of Filing of Petition for Food 
Additives 

Pursuant to the provisions of the Fed¬ 
eral Food. Drug, and Cosmetic Act (sec. 
409(b)(5). 72 Stat. 1786; 21 U8.C. 348 
(b)(5)), notice Is given that a petition 
(FAP OB2481) has been filed by Air 
Reduction Co., Inc., 150 East 42d Street, 
New York, N.Y. 10017, proposing that 
0 121.2521 Vi nyl c hloride-propylene co¬ 
polymers (21 CFR 121.2521) be amended 
to provide for additional safe use of the 
subject vinyl chloride-propylene copoly¬ 
mers in contact with food at tempera¬ 


1 Purchased 5 additional shares October 1, 
1969 

* Stock transfer (Oeneral Mills acquired 
David Crystal). 

1 Purchased 5 additional shares October 31, 
1969. 


tures above 150' F. by deleting the 
present limitation restricting such 
copolymers to contact with food only 
under conditions of use D. E, F, or G 
described in table 2 of 4 121.2526(c). 

Dated: December 4.1969. 

R. E. Duggan. 

Acting Associate Commissioner 
/or Compliance. 

|F.R. Doc 69-14734; Filed. Dec. 11. 1969; 
8:45 a.m.) 


AMERICAN CYANAMID CO. 

Notice of Filing of Petition for Food 
Additives 

Pursuant to the provisions of the Fed¬ 
eral Food. Drug, and Cosmetic Act (sec. 
409(b)(5), 72 Stat. 1786: 21 U.S.C. 348 
(b)(5)). notice is given that a petition 
(FAP OB2471) has been filed by Ameri¬ 
can Cyanamid Co.. Wayne, N.J. 07470. 
proposing that 9 121.2520 Adhesives (21 
CPR 121.2520) be amended to provide 
for the safe use of 4,5-dihydroxy-2- 
imidazolidinone and 2-imldazolidinone 
as components of food-packaging 
adhesives. 

Dated: December 4.1969. 

R. E. Duggan. 

Acting Associate Commissioner 
for Compliance. 

(F.R. Doc. 69-14735; Filed. Dec. 11. 1969; 
8:45 am,| 


C. J. PATTERSON CO. 

Notice of Withdrawal of Petition for 
Food Additives 

Pursuant to the provisions of the Fed¬ 
eral Food. Drug, and Cosmetic Act (sec. 
409(b), 72 Stat. 1786; 21 UB.C. 348(b) >, 
the f ollowing notice Is issued: 

In accordance with i 121.52 Withdraw¬ 
al of petitions without prejudice of the 
proc edural food additive regulations (21 
CFR 121.52), C. J. Patterson Co., 3947 
Broadway. Kansas City. Mo. 64111, has 
withdrawn its petition (FAP OA2448), 
notice of which was published in the 
Federal Register of August 27, 1969 (34 
Fit. 13708), proposing that 5 121.1211 
Sodium stearoyl-2-lactylate (21 CFR 
121.1211) be amended to provide for the 
safe use of sodium stearoyi-2-lactylate 
as a stabilizer, texturizing agent, viscos¬ 
ity-controlling agent, or processing aid 
in starch-thickened or flour-thickened 
foods, processed cereals, and prepared 
mixes thereof. 

Dated: December 4, 1969. 

R. E. Duggan, 

Acting Associate Commissioner 
for Compliance . 

|FJL Doc. 69 14730; Filed, Dec. 11, 1969; 

8:45 a.m.) 


PENNSYLVANIA INDUSTRIAL 
CHEMICAL CORP. 

Notice of Filing of Petition for Food 
Additives 

Pursuant to the provisions of the Fed¬ 
eral Food, Drug, and Cosmetic Act (sec. 
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409(b) (5). 72 Stat. 1786; 21 UJB.C. 
348(b) (5)). notice is given that a petition 
(FAP OB2479) has been filed by Pennsyl¬ 
vania Industrial Chemical Corp., 120 
StAte Street, Ciairton, Pa. 15025. pro¬ 
posing that 9 121.2507 Cellophane (21 
CFR 121.2507) be amended to provide for 
the safe use of a-methylstyrene-vinyltol- 
uene copolymer resins as components of 
food-contact coatings for cellophane. 

Dated: December 4. i960. 

R. E. Duggan, 

Acting Associate Commissioner 

for Compliance. 

[Fit. Doc. 60-14737; Filed. Dec. 11. 1868; 
8:45 a.m.j 


ATOMIC ENERGY COMMISSION 

1 Docket No PRM-30-46J 

CANRAD PRECISION INDUSTRIES, INC. 

Notice of Filing of Petition for 
Rule Making 

Notice is hereby given that Canrad 
Precision Industries. Inc., 630 Fifth 
Avenue, New York. N.Y., by letter dated 
November 17. 1969. has filed with the 
Atomic Energy Commission a petition 
for rule making to amend the Commis¬ 
sion’s regulations pertaining to aircraft 
luminous safety devices generally li¬ 
censed under f 31.7 of 10 CFR Part 31. 

The petitioner requests that the maxi¬ 
mum quantity of tritium permitted In 
any single aircraft luminous safety de¬ 
vice generally licensed under f 31.7 of 
10 CFR Part 31 be Increased from 10 
curies to 15 curies. 

A copy of the petition for rule making 
l* available for public inspection in the 
Commission’s Public Document Room 
at 1717 H Street NW, Washington. D.C. 

Dated at Germantown. Md., this 8th 
day of December 1969. 

For the Atomic Energy Commission. 

W. B. McCool, 
Secretary. 

\FA. Doc 69-14729; Piled, Dec. 11. 1969: 

8 45 iJD.| 


CIVIL AERONAUTICS BOARD 

(Docket No. 21041; Order 69-12-411 

EMERY AIR FREIGHT CORP. 

Order for Hearing Regarding Certain 
Control Relationships 

Adopted by the Civil Aeronautics 
Board at its office In Washington. D.C., 
on the 9th day of December 1969. 

By application filed May 23. 1969. 
Emery Air Freight Corp. (Emery), a do¬ 
mestic and International air freight for¬ 
warder. requests a disclaimer of Board 
Jurisdiction, or alternatively approval 
without hearing, under section 408 of the 
Federal Aviation Act of 1958 as amended 
<the Act), of Emery’s control of Cargo 


Facilities. Inc. (Facilities), and for such 
other relief, if any. as may be required in 
order to authorize the transaction there¬ 
by contemplated. 

The applicant submits that Emery, sole 
stockholder of Facilities. 1 * proposes to re¬ 
activate Facilities In order that Facili¬ 
ties may engage in various noncommon 
carrier activities, including the follow¬ 
ing: <1) Warehousing and providing In¬ 
ventory control of stored goods; (2) 
packaging and containerization of goods; 
<3> operating as a customs house broker 
and agent; (4) providing break-bulk 
services; (5) providing local drayage 
services related to Its warehouse busi¬ 
ness; (6) acting as an agent of ship¬ 
pers and consignees in these and other 
noncommon carrier services: and (7) 
operating freight terminals. It Is con¬ 
templated that Facilities would operate 
In a number of key distribution centers 
so located throughout the United States 
that they would collectively provide good 
regional coverage of all areas. 

The applicant states that Facilities 
would perform all warehouse and asso¬ 
ciated functions under arrangements 
with and pursuant to the instructions of 
its customers, comprised of manufac¬ 
turers. shippers, importers, and the like: 
and that such services would be supplied 
pursuant to a schedule of charges com¬ 
pensatory to Facilities. Emery represents 
that it would not be a party to these ar¬ 
rangements. nor would Facilities’ services 
be offered only for freight which had 
prior or subsequent linehaul movement 
in Emery’s services. It Is contended that 
the services would not be those of a 
common carrier, but of warehousing and 
related services involved In the handling 
of goods on the ground. The applicant 
also submits that In the initial stages 
of Facilities’ operations It would be nec¬ 
essary to lease some warehouse and of¬ 
fice space from Emery in the latter's 
existing buildings. 

To support Its request for disclaimer 
of jurisdiction, applicant submits that 
Facilities would itself not act as the car¬ 
rier, but would act as agent for the ship¬ 
per In arranging for carriage by a surface 
carrier or air carrier as instructed by 
the shipper; that its operations will con¬ 
sist of warehousing and related or similar 
services involving the handling of goods 
on the ground: and that the Board in a 
number of instances has held that com¬ 
panies engaged In activities of this kind 
were not “a person engaged In a phase 
of aeronautics” and. therefore, that ap¬ 
proval by the Board of the affiliation with 


1 By Order E- 17744. November 20, 1961. the 
Board approved certain control and Inter¬ 
locking relationship* involving Emery and 
Facilities relating to Facilities* development, 
construction and operation of cargo ter¬ 
minals for the common use of atr carrier* 
at airports where adequate cargo terminal 
buildings were not available. In August 1965. 
Facilities transferred Its assets to Emery and 
became Inactive, retaining only Its status ss 
a corporation wholly owned by Emery. 


an air carrier was not required by sec¬ 
tion 408 of the Act.* 

Alternatively. If the Board does not 
disclaim Jurisdiction, the applicant re¬ 
quests that the Board, without hearing, 
find that Emery's control of Facilities 
would not be Inconsistent with the public 
interest and therefore grant approval. In 
this respect the applicant points out that 
th^ control relationship is substantially 
similar to others involving air freight 
forwarders which heretofore have been 
approved by the Board as not being In¬ 
consistent with the public interest, and 
where such approval has permitted for¬ 
warder affiliates to engage in the kind of 
activities which are contemplated for 
Facilities* 

No comments or requests for a hear¬ 
ing have been received. 

The Board has concluded that it should 
deny Emery's request for action without 
a hearing. The transaction involving 
Emery’s activation of a subsidiary to 
engage In activities of the type described 
herein may be subject to the provisions 
of section 408, and in the light of prior 
holdings, it would be Inappropriate to 
disclaim Jurisdiction at this time.* More¬ 
over. the transaction poses complex 
questions of fact and policy with respect 
to Facilities’ proposed operations which 
would best be resolved in an evidentiary 
hearing. This Is especially true in view 
of the broad range of activities contem¬ 
plated by Facilities, which differentiate 
the instant application from the various 
cases cited by Emery. 

Accordingly, it is ordered , That: 

1. The application of Emery for ap¬ 
proval of the transaction without a hear¬ 
ing be and it hereby Is denied; 

2. Emery’s requests for a disclaimer of 
Jurisdiction over or approval of the 
transaction be and they hereby arc set 
for hearing before an examiner of the 
Board at a time and place to be here¬ 
after designated. 

Tills order will be published in the 
Front al Register. 

By the Civil Aeronautics Board. 

IotalI Mabel McCart, 

Acting Secretary. 

[F.R Doc. 60-14763; Filed. Dec. 11. I960; 

6:48 a.m.) 


■ Bee. for example. Set Air Freight. Inc., et 
*1, Order 68-10-110. Oct. 21. 1968. involving 
K. T. Warehousing. Inc.; Jet Air Freight et 
a).. Order 68-12-18. Dec 4. 1968. involving 
Copeland Importing Service*: WTC Air 
Freight et ml.. Order 69-2-74, Feb. 14, I960, 
involving Western Terminal Co., and Air 
Barr et al. Order 68-11-42. Nov. 8. 1968, In¬ 
volving Pron tier-Barr 

*8ee. for example. City Airfreight et al„ 
Order 68-7-70. July 10. 1968; Air Barr Ship¬ 
ping. Order 68-11-42. Nov. 8. 1968: Novo 
Industrial Corp.. Order 68-11-61. Nov. 4. 
1968; and Jet Air Freight et al.. Order 68- 
12-18. Dec. 4.1968. 

•Air Freight Forwarder Caoe. 9 CAB 473. 
504 (1948); Tran* Caribbean Airways, Order 
K- 18893. Oct. 9, 1962; Oversea* National Air¬ 
way*. Order 69 9-183. Sept. 34. 1969. Also 
aee Transcontinental and W. A. Ethiopian 
Agreement 9 CAB 713 (1948). 
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(Docket No 20291; Or<ler 69-12-40J 

INTERNATIONAL AIR TRANSPORT 
ASSOCIATION 

Order Relating to Fare Matters 

Issued under delegated authority De¬ 
cember 8. 1869. 

By Order 69-11-114, dated November 
25, 1969, action was deferred with a view 
toward eventual approval, on certain 
resolutions adopted by the Trafllc Con¬ 
ferences of the International Air Trans¬ 
port Association (lATA). The agree¬ 
ments (1' establish proportional fares to 
be used in the construction of through 
fares to/from Manizales, Pereira, and 
Armenia, Colombia, and <2> amend the 
construction of through fares to from 
Curitiba, Brazil, which, for the most 
part, result In slight reductions. 

In deferring action on the agreement. 
10 days were granted in which interested 
persons might file petitions in support 
of or in opposition to the proposed ac¬ 
tion. No petitions have been received 
within the filing period and the tentative 
conclusions in Order 69-11-114 will 
herein be made final. 

Accordingly , it is ordered, That: 

Agreements CAB 21348, R-l, and CAB 
21358 be, and hereby are. approved. 

This order will be published In the 
Feokkal Register. 

[seal] Mabel McCart. 

Acting Secretary. 

(PR Doc. 69-14769; Plied, Dec. 11, I960; 

8:48 am] 


(Docket No. 21609; Order 69-12-381 

MACKEY INTERNATIONAL. INC. 

Order To Show Cause Regarding 
Establishment of Service Mail Rate 

Adopted by the Civil Aeronautics 
Board at its office in Washington, D.C„ 
on tile 8th day of December 1969. 

By Order 69-10-94, October 20. 1969, 
in Docket 21445. Mackey International, 
Inc. (Mackey), was granted exemption 
authority to transport mail between 
Miami. Fla., and both Bimini and Andros 
Island, Bahama Islands. No service mail 
rates are currently in effect for this serv¬ 
ice by Mackey. 

By petition filed November 13. 1969, 
Mackey has requested that the Board 
establish final service mail rates for this 
transportation of mail. Mackey requests 
that the following rates be established: 

1. The final mail rate as established 
for Latin American Service for the period 
on and after June 1. 1969, by Order 
69-10-149 adopted In Docket 20415, Oc¬ 
tober 30. 1969: 

2. The final mail rate fixed for space 
available mail by Order E-25654, issued 
September 8, 1967, in Docket 17909, as 
amended by Order E-26713, Issued April 
25, 1968. in Docket 17909: and 

3. The final mail rate as fixed for 
military ordinary mail by Order 68-9-8, 
issued September 4, 1968, in Docket 
18078. 

The Postmaster General filed a reply 
on November 18, 1969, in support of 


Mackey'5 petition. He states that he is in 
agreement with Mackey that the peti¬ 
tioned rates are fair and reasonable for 
the services described, provided that 
Mackey will be subject to any and all 
applicable conditions of said orders. 

The Board proposes to issue an order 
establishing rates for mail service under 
that exemption and including the follow¬ 
ing findings and conclusions: 

1. On and after October 20. 1969. the 
fair and reasonable final service mall 
rates to be paid to Mackey International. 
Inc., pursuant to section 406 of the Act 
for the transportation of mail by air¬ 
craft. the facilities used and useful 
therefor, and the services connected 
therewith, between Miami, Fla., and both 
Bimini and Andros Island. Bahama 
Islands shall be as fixed: 

a. For Latin American Service in 
Docket 20415. by Order 69-10-149, Octo¬ 
ber 30, 1969; 

b. For space available mail in Docket 
17909, by Order E-25654. September 8, 
1967. as amended by Order E-26713, 
April 25. 1968; and 

c. For military ordinary mail in 
Docket 18078, by Order 68-9-8. Septem¬ 
ber 4. 1968, and amended by Order 
69-9-152, September 30. 1969. 

2. The service mail rates here fixed 
shall be subject to the applicable con¬ 
ditions of said orders. 

3. The service mail rates here fixed are 
to be paid entirely by the Postmaster 
General. 

Accordingly, pursuant to the Federal 
Aviation Act of 1958, and particularly 
sections 204(a) and 406 thereof, and 
regulations promulgated In 14 CFR Part 
302. 

Jt is ordered. That: 

1. Mackey International. Inc., the 
Postmaster General. Eastern Air Lines, 
Inc., and all other interested persons are 
directed to show cause why the Board 
should not adopt the foregoing proposed 
findings and conclusions and fix, deter¬ 
mine. and publish the final rates speci¬ 
fied above for the transportation of mail 
by aircraft, the facilities used and use¬ 
ful therefor, and the services connected 
therewith as specified above as the fair 
and reasonable rates of compensation to 
be paid to Mackey International. Inc.: 

2. Further procedures herein shall be 
in accordance with 14 CFR Part 302. and 
notice of any objection to the rates or to 
the other findings and conclusions pro¬ 
posed herein, shall be filed within 10 
days, and If notice is filed, written 
answer and supporting documents shall 
be filed within 30 days after service of 
this Order; 

3. If notice of objection is not filed 
within 10 days after service of this order, 
or if notice Is filed and answer is not 
filed within 30 days after service of this 
order, all persons shall have waived the 
right to a hearing and all other pro¬ 
cedural steps short of a final decision by 
the Board. The Board may then enter 
an order incorporating the findings and 
conclusions proposed herein and fix the 
final rate specified herein; 

4. If answer is filed presenting issues 
for hearing, the issues involved in deter¬ 
mining the fair and reasonable final 


rates shall be limited to those specifically 
raised by the answer, except Insofar as 
other issues are raised in accordance 
with Rule 307 of the rules of practice 
(14 CFR 302.307); and 

5. This order shall be served upon 
Mackey Internationa], Inc., the Post¬ 
master General, and Eastern Air Lines. 
Inc. 

This order will be published In the 
Federal Register. 

By the Civil Aeronautics Board. 

I seal) Mabel McCart, 

Acting Secretary. 

I P R- Doc. 69 14770; Piled, Dec. 11. 1969; 
8:48 A.m.) 


(Docket No. 13196. Order 69-12-361 

MEMBERS OF THE NATIONAL AIR 

TRANSPORTATION CONFERENCES, 
INC. 

Order Approving Application 

Adopted by the Civil Aeronautics Board 
at its office in Washington. D.C., on the 
8th day of December 1969. 

By order E-19008. adopted Novem¬ 
ber 14, 1962, the Board approved pur¬ 
suant to section 412 of the Federal Avia¬ 
tion Act of 1958, as amended <the Act) 
agreements among members of the Na¬ 
tional Air Taxi Conference, Inc. now 
known as the National Air Transporta¬ 
tion Conferences, Inc. (NATC). identified 
as Agreements CAB 13700 and 13700-A1. 
which set forth the bylaws of NATC and 
the Code of Operating Practices by which 
the NATC members have agreed to be 
bound. 

The foregoing action was made sub¬ 
ject to various conditions including one 
which provides that NATC shall not ac¬ 
cept ‘ associate members*’ into Its orga¬ 
nization except upon prior approval of 
the Board. 5 In deciding to impose this 
condition on its approval the Board noted 
that at that time NATC had no associate 
members and had had none in the past. 

Subsequently, the Board approved, sub¬ 
ject to certain conditions, applications of 
NATC requesting permission for the ac¬ 
ceptance Into the organization as asso¬ 
ciate members various classes of estab¬ 
lishments engaged in pursuits related to 
aeronautical activities. 1 * * * 5 

On September 4. 1969, NATC filed an 
application requesting that the Board 


1 According to the currently effective by¬ 

laws of NATC. as amended Dec. 11, 1968 

(Agreement CAB 13700-A4). approved by 
Order 69-2-94. Feb. 19. 1969, associate mem¬ 
bers consist of “persons (other than air 
earners eligible to become regular members) 
engaged in pursuits related directly or in¬ 
directly to aeronautical pumilu which might 
reasonably expect to benefit by the success¬ 

ful growth and development of the opera- 
turns of regular members/* 

5 Order K 26412. Feb. 28, 1968 (airframe 
manufacturers of certain light aircraft): 
Order 68-11-118, Not. 26, 1908 (aviation sup¬ 
ply and service organisations, engine and sys¬ 
tem manufacturer#, maintenance and over¬ 
haul activities, publications, and aviation 
oriented research and insurance companies). 
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permit a further broadening of the eli¬ 
gible classes of nonvoting associate mem¬ 
bership so as to include, in addition to the 
presently approved class of airframe 
manufacturers and other specified allied 
aeronautical activities, air carriers cer¬ 
tificated pursuant to section 401 id) (1) 
and <2> of the Act. The application was 
supplemented by letter of October 9.1969, 
and also by letter of October 30, 1969, 
which enclosed copies of resolutions from 
individual named members of the asso¬ 
ciation* authorizing NATO to file the 
application in accordance with the action 
of its board of directors and to represent 
each of the said carriers individually in 
this proceeding. 4 

To support its application. NATO sub¬ 
mits, Inter alia, that the growth and 
development of Part 298 air carriers (air 
taxi operators) have been accompanied 
by increasingly close relationships with 
the certificated scheduled air carriers; 
that a number of such air carriers have 
evidenced active Interest in becoming 
associate members of NATC: that many 
such carriers have been participating ac¬ 
tively with NATC on industry problems 
in the course of its regular annual and 
periodic membership and conference 
meetings, dealing with matters of mutual 
Interest and concern; that such carriers 
have participated in seminars and an¬ 
nual membership and other meetings 
held and sponsored by NATC, are on 
NATO s mailing list, and have cooperated 
with NATC in general exchange of views 
on industry problems of mutual concern. 4 
Further, NATC states that the admission 
of certificated air carriers as associate 
members on a nonvoting basis will tend 
to regularize, through associate member¬ 
ship. the formal interplay and mutual 
exchange of views which are now being 
accomplished on an ad hoc basis; and 
that public interest considerations, sim¬ 
ilar to those in the Board’s approval of 
associate membership for airframe man¬ 
ufacturers (Order E-26412) are present 
here, i.e. exchange of information and 
views on projects of common interest. In 
addition. NATC states that associate 
membership dues for all classes of asso¬ 
ciate members is $250 annually for each 
member; that the same will be applied 


* The regular member* of NATC which exe¬ 
cuted resolution* are as follows: Sednlla- 
Marshall-Boonvllle Stage Line*. Inc^ Wig¬ 
gins Airways, Inc , Til ford Flying Service; 
Air Wisconsin: and Catttn Aviation. 

•Since Article XVIII of NATCIs bylaws 
relating to the association's participation In 
Board proceedings was approved by order E~ 
19008, and NATC has complied with this 
bylaw, the Board, pursuant to Part 283 of 
the Board's economic regulations, will permit 
the filing of NATO’s present application. 
However, it is noted that Article XVITI has 
not been Incorporated In NATO's published 
bylaws The Board expects that NATC will by 
appropriate action forthwith Incorporate this 
provision Into Its pubUshed bylaws. 

* There Is In effect between NATO and Its 
members, on the one hand, and members of 
tbe Air Traffic Conference or America, on the 
othrr hand, an “Air Taxi Service Agreement** 
(Agreements CAB 8308. 8308-A1 and A2) 
providing for Interline and ticketing of pas- 

rnger* using the services of participating 
carriers. 


to certificated air carrier associate mem¬ 
bers; that such dues will be no more and 
no less for certificated air carrier asso¬ 
ciate members than the dues applicable 
to all other classes of associate members; 
and that In the event of any change in 
dues structure applicable to associate 
membership, NATC intends to continue 
to apply such changes to all classes and 
members included in the associate mem¬ 
bership of the association. 

On September 26. 1969, and October 2. 
1969. Frontier Airlines. Inc. and Alle¬ 
gheny Airlines. Inc. (Allegheny), respec¬ 
tively, filed responses in support of 
NATC’s application. 4 No comments in 
opposition to approval of tlie applica¬ 
tion have been filed. 

On the basis of tlie facts before us, 
the admittance to associate membership 
in NATC of certificated scheduled air 
carriers would not appear to be adverse 
to the public interest or In violation of 
the Act. It appears that the admittance 
of such carriers as non-voting associate 
members could enhance the use of NATC 
as a conduit and forum for the exchange 
of technical and operating information 
between air taxi operators and the cer¬ 
tificated air carriers. In turn, this could 
benefit not only NATC members but the 
certificated air carriers and the public 
at large through Improved efficiency in 
their respective operations. 

NATO’s application poses the issue of 
whether the class of air carriers eligible 
for associate member should be extended 
to Include air carriers other than sched¬ 
uled certificated air carriers. Allegheny's 
response appears to request that asso¬ 
ciate membership be open to all certifi¬ 
cated air carriers upon the same terms 
and conditions. Tlie application presents 
no basis, nor are we aware of any reason, 
for excluding any persons that come 
within the class of certificated air car¬ 
riers whether they conduct scheduled or 
supplemental operations. 

The application also presents the Issue 
of having different types of air carriers 
associated In a single trade association. 
Despite the fact that all certificated air 
carriers could be admitted only* as non- 
voting associate members, rather than 
regular members, they would neverthe¬ 
less be eligible under NATO's bylaws to 
participate in ali affairs of the associa¬ 
tion and of each conference. 7 Since cer¬ 
tificated air carriers are members or eli¬ 
gible for membership in various trade 
associations representing their respective 
types of operations/ admission to NATC. 
even il restricted to associate member¬ 
ship. would nevertheless provide the 
certificated air carriers with a further 
opportunity for joint participation in the 


4 Both response* ore late filings under the 
Board** rules of practice. However, since no 
objections to their receipt have boen filed, 
and. In view of our action herein, we shall 
accept both response*. 

T Article III. section 1A provides for three 
conferences: the Oommuter Air Carrier Con¬ 
ference, the Cargo and Mail Conference, and 
the Air Taxi Conference. 

• Air Transport Association of America, Na¬ 
tional Air Carrier Association, and the Asso¬ 
ciation of Local Transport Airlines. 


affairs of an additional trade association 
and its conferences. Moreover, NATC 
members, both regular and associate, en¬ 
joy relief from the antitrust laws, as do 
air carrier members of other trade asso¬ 
ciations, by virtue and to the extent of 
the Board's action approving NATO’s by¬ 
laws under section 412 of the Act. In 
these circumstances we believe that vari¬ 
ous conditions which tlie Board has here¬ 
tofore imposed upon its approvals of the 
articles of incorporation and bylaws of 
the respective trade associations in which 
these classes of air carriers are regular 
members should also be Imposed upon 
the approval of NATO's application. This 
could further the Board's intent to treat 
all trade associations subject to its juris¬ 
diction on an equal basis. 4 

With respect to dues payable by asso¬ 
ciate members. NATC represents that air 
carrier associate members will not be re¬ 
quired to contribute more than members 
of any other class of associate members. 
However, the association’s bylaw (Arti¬ 
cle XI, section 3) provides that dues 
payable by associate members shall not 
be less than the annual dues for regular 
members. Despite the fact that the NATO 
bylaws provide for no financial support 
by associate members other than annual 
dues, 1 ' no showing has been made that 
this dues provision is fair and reasonable 
as applied to certificated air carriers 
which are eligible only for associate 
membership. In these circumstances we 
believe an appropriate condition should 
be imposed to safeguard certificated air 
carrier associate members from possible 
obligations to contribute disproportion¬ 
ately to an association formed primarily 
for the benefit of its regular members. 
Also, we believe a condition should be 
imposed to provide for Board surveillance 
over any future changes In the present 
level of dues between, on the one hand, 
regular members and. on the other hand, 
associate members, as well as among 
various classes of associate members, to 
the extent that contributions by certifi¬ 
cated air carriers may be affected. 

On the basis of the foregoing the Board 
had decided tentatively to approve the 
application, subject to the conditions 
that: 

1. Associate membership in NATC 
shall be open upon the same terms and 
conditions to all certificated air carriers 
who are not eligible to become regular 
members: 

2. Dues or contributions required by 
NATC shall be tlie same for all cer¬ 
tificated air carrier associate members, 
and In no event greater than those re¬ 
quired of regular members, or any other 
class or group of persons accepted Into 
associate membcrsliip; 

3. All NATC resolutions pertaining to 
changes in fees, dues and contributions 
applicable to regular and associate mem¬ 
bers shall be filed with the Board pursu¬ 
ant to section 412 of the Act; 


•See Order* E 18818. Sept. 21. 1982; E- 
10008. E-20409. Jan. 29. 1964; E-20900. 

June 22. 1064; and E 20983, June 24. 1984. 

*• For example, application Ire* are required 
to be paid only by regular member* (Article 
XI, section 1). 
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4. NATO shall advise the Board within 
30 days after acceptance thereof of the 
name, business activity, and address of 
any person becoming an associate mem¬ 
ber of NATC; 

5. NATC shall file with the Board, 
within thirty (30) days of preparation, 
copies of written opinions and reports or 
actions of its board of directors, or deci¬ 
sions of arbitrators which result in the 
expulsion of a member, or other discipli¬ 
nary action. The names of the carrier 
parties to the proceeding which are the 
subject of such opinion, reports and de¬ 
cisions may be deleted therefrom for the 
purpose of this paragraph; 

6. NATC shall maintain full and 
complete minutes of meetings of its 
board of directors and of its general 
membership; u 

7. NATC shall file the agenda for such 
meetings and the minutes thereof with 
the Board within thirty <30) days after 
the meeting; u 

8. NATC shall so conduct its a flairs as 
to preclude it. its officers or employees 
from engaging In the practice of law. in 
such manner as to create a claim of 
privilege against disclosure to the Board 
of information or documents based upon 
an alleged attorney-client relationship 
between it, its officers or employees, on 
the one hand, and Its members, on the 
other.** 1 Nothing in this condition, how¬ 
ever. shall prevent attorneys employed 
or retained by NATC from rendering 
confidential legal advice to. and accept¬ 
ing confidential communications in con¬ 
nection therewith from, officers or em¬ 
ployees of NATC or its instrumentalities, 
or individual members of its various 
committees, etc., with respect to the ac¬ 
tivities of NATC or its instrumentalities 
or of such committees, etc., or shall pre¬ 
vent NATC from asserting attorney- 
client privilege with respect to any such 
communication: Provided . That the pro¬ 
cedures hereinafter called for have been 
followed. NATC shall promptly estab¬ 
lish standard procedures for the han¬ 
dling of written documents and com¬ 
munications as to which NATC desires 
to preserve its asserted right to claim 
attorney-client privilege, and shall re¬ 
port such procedures and all subsequent 
revisions thereof to the Board. Such pro¬ 
cedures shall provide for at least the 
following: 

(1) Any document which is claimed 
to be confidential by reason of an assert¬ 
ed attorney-client privilege shall be 
promptly Identified, so marked, and 
segregated. As to documents hereafter 
created, this shall be done within 60 
days of the creation of such document 
or its receipt by NATC. as the case may 


“ Such minutes shall contain, inter alia, 
a summary of the discussion identifying 
each participant on each matter, regardless 
of the action, or lack of action taken thereon. 

“The filing of minutes will not relieve 
NATC from the requirement for filing sepa¬ 
rately contracts and agreements subject to 
section 412 of the Act. 

“Such restriction is not Intended to pro¬ 
hibit the participation of NATC In a Board 
proceeding pursuant to the provisions of 
Part 263 of the Board's economic regulations. 


be. As to documents heretofore created, 
it shall be done within 90 days after 
imposition of this condition. 

<2> All such documents which NATC 
elects to keep in its possession or control 
shall be kept In a separate file or files in 
the charge of an appropriate principal 
officer of NATC or of Its legal staff. 

(3) NATC shall quarterly report to the 
Board how many documents have been 
segregated in the above-described con¬ 
fidential files. 

<4) Upon request of the Board. NATC 
shall furnish the Board with a list of all 
documents so segregated, such list to 
give the date, author, and addressee of 
each document or communication, and 
as detailed a description of its content 
as preservation of confidentiality will 
permit. 

9. NATC and its air carrier members 
agree that the Board and its authorized 
agents shall have access to and authority 
to inspect all accounts, records, and 
memoranda, including all documents, 
papers, and correspondence belonging to 
or in possession of NATC other than 
documents, papers, and correspondence 
segregated in accordance with the pro¬ 
cedures specifies by paragraph 8 of this 
order; Provided, however, That the 
Board shall have access to and authority 
to inspect all such segregated materials 
except those which are in fact legally 
privileged against disclosure by reason 
of an attorney-client privilege which 
NATC (or, as to documents heretofore 
created, a member of NATC> is entitled 
to assert. 

10. The action of the Board herein 
shall not be construed as an approval or 
disapproval of any contract, agreement, 
or resolution entered into or any action 
taken pursuant to the instant agree¬ 
ments. as currently or hereafter consti¬ 
tuted; and 

11. Within fifteen <15) days after 
issuance of this order, NATC on behalf 
of Its members, shall submit to the Board 
a written statement indicating accept¬ 
ance of the foregoing conditions. 

Accordingly, it is ordered. That: 

1. Tile application herein be approved 
tentatively, subject to the conditions 
noted; 

2. Final action on Agreement CAB 
13700-A4 (Docket 13196). be and it 
hereby is deferred for a period of thirty 
(30) days after issuance of this order to 
permit the filing of comments by inter¬ 
ested persons 14 relative to the Board’s 
tentative decision herein; 

3. A copy of this order be served on all 
certificated air carriers and NATC; and 

4. This order shall be published in the 
Federal Register. 

By the Civil Aeronautics Board. 

(seal! Mabel McCart, 

Acting Secretary . 

(PR. Doc 69-14771; Piled. Dec. 11. 1969; 

8:46 ft m | 


u Such comment* shall conform with the 
general requirements of the Board's rules of 
practice in economic proceedings. Further, 
since an opportunity to file comments la 
provided, petitions for reconstderaUon of this 
order wlU not be entertained. 


FEDERAL COMMUNICATIONS 
COMMISSION 

| Report 4691 

COMMON CARRIER SERVICES 
INFORMATION 1 

Domestic Public Radio Services Appli¬ 
cations Accepted for Filing 3 

December 8.1969 

Pursuant to 41 1.227(b)(3) and 21.26 
<b) of the Commission's rules, an appli¬ 
cation, in order to be considered with 
any domestic public radio services ap¬ 
plication appearing on the attached list, 
must be substantially complete and ten¬ 
dered for filing by whichever date is 
earlier: <a> The close of business 1 busi¬ 
ness day preceding the day on which 
the Commission takes action on the pre¬ 
viously filed application; or (b) within 
60 dAys after the date of the public 
notice listing the first prior filed appli¬ 
cation (with which subsequent applica¬ 
tions are in conflict! as having been ac¬ 
cepted for filing. An application which 
is subsequently amended by a major 
change will be considered to be a newly 
filed application. It is to be noted that 
the cutoff dates are set forth In the 
alternative—applications will be en¬ 
titled to consideration with those listed 
in the appendix if filed by the end of 
the 60-day period, only if the Commis¬ 
sion has not acted upon the application 
by that time pursuant to the first alter¬ 
native earlier date. The mutual exclu¬ 
sivity rights of a new application are 
governed by the earliest action with 
respect to any one of the earlier filed 
conflicting applications. 

The attention of any party in inter¬ 
est desiring to file pleadings pursuant 
to section 309 of the Communications 
Act of 1934. as amended, concerning any 
domestic public radio services applica¬ 
tion accepted for filing, is directed to 
5 21.27 of the Commission’s rules for 
provisions governing the time for filing 
and other requirements relating to such 
pleadings. 

Federal Communications 
Commission, 

(seal! Ben F. Waple, 

Secretary. 


» All application!! listed In the appendix 
are subject to further consideration und re¬ 
view and may be returned and or dismissed 
If not found to be In accordance with the 
Communion'• rules, regulations, and other re¬ 
quirements. 

a The above alteraaUve cutoff rules apply 
to those applications listed In the appendix 
as having been accepted In Domestic Public 
Land Mobile Radio, Rural Radio, Point-to- 
Point Microwave Radio, and Local TelevUlon 
Transmission Services (Part 21 of the rules). 
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FEDERAL POWER COMMISSION 

(Docket No, RI7D-772] 

PAUL F. BARNHART 

Ordor Providing for Hearing on and 

Suspension of Proposed Change in 

Rate, and Allowing Rate Change To 

Become Effective Subject to Refund 

December 5, 1969. 

Respondent named herein has filed a 
proposed change in rate and charge of a 
currently effective rate schedule for the 
sale of natural gas under Commission 
jurisdiction, as set forth in appendix A 
hereof. 

The proposed changed rate and charge 
may be unjust, unreasonable, unduly dis¬ 
criminatory. or preferential, or otherwise 
unlawful. 

The Commission finds: It is in the pub¬ 
lic interest and consistent with the Nat¬ 
ural Oas Act that the Commission 
enter upon a hearing regarding the 
lawfulness of the proposed change, and 
that the supplement herein be suspended 
and its use be deferred as ordered below. 

The Commission orders: 


(A) Under the Natural Oas Act, par¬ 
ticularly sections 4 and 15, the regula¬ 
tions pertaining thereto (18 CFR Ch. I), 
and the Commission’s rules of practloe 
and procedure, a public hearing shall be 
held concerning the lawfulness of the 
proposed change. 

<B» Pending hearing and decision 
thereon, the rate supplement herein is 
suspended and its use deferred until date 
shown in the “Date Suspended Until" 
column, and thereafter until made ef¬ 
fective as prescribed by the Natural Oas 
Act: Provided. however , That the sup¬ 
plement to the rate schedule filed by Re¬ 
spondent shall become effective subject 
to refund on the date and in the manner 
herein prescribed if within 20 days from 
the date of the Issuance of this order 
Respondent shall execute and file under 
its above-designated docket number with 
the Secretary of the Commission its 
agreement and undertaking to comply 
with the refunding and reporting proce¬ 
dure required by the Natural Oas Act and 
1164.102 of the regulations thereunder, 
accompanied by a certificate showing 
service of a copy tliereof upon the pur¬ 
chaser under the rate schedule Involved. 
Unless respondent is advised to the con¬ 
trary within 15 days after the filing of 

Arrxwnrr A 


its agreement and undertaking, such 
agreement and undertaking shall be 
deemed to have been accepted. 1 

(C) Until otherwise ordered by the 
Commission, neither the suspended sup¬ 
plement. nor the rate schedule sought to 
be altered, shall be changed until disposi¬ 
tion of this proceeding or expiration of 
the suspension period. 

<D) Notices of intervention or peti¬ 
tions to intervene may be filed with the 
Federal Power Commission. Washington. 
D.C. 20426. in accordance with the rules 
of practice and procedure (18 CFR 1.8 
and 1.37(c)) on or before January 19, 
1970. 

By the Commission. 

[seal! Gordon M. Grant. 

Secretary . 


1 If an acceptable general undertaking, as 
provided in Order No. 377, haft previously 
been filed by a producer, then It will not be 
accessary for that producer to file an agree¬ 
ment and undertaking a* provided herein. 
In such circuirutonoc* the producer! pro¬ 
posed increased rate will become effective as 
of the expiration date of the suspension 
period without any further action by the 
producer. 


Docket 

No. 


Hfspondttat 


Rate ftoppte- 
Mtmtnli mens 
Na No. 


Purchaser and producing arm 


Amount Effective Dote Cents par Meff14.6Sp.aJji. Rate in 

04 Date dale suv -effort fubieet 

annual filing unless pended Rats in Proposed to refund In 

inenau* tendered suspended until— stffcci Incnwwd dockets 

cat* Non 


RI70“773_Paul F. Pamhart_ <t) (i) Northern Natural flas Co (Coya* f773 ll-AAi IKA4P 11-6-60 IAS It M2 

neaa FVM, Perea County. T«-) 

(Permian Rosin Arvo). 


» No rata schedule !■ oo file. Respondent, ae Individual and as a truster. U opend- ft tin* coven Hsupa»lwnt , a utfee under two contract* dated Nov. H. 1W, with 

tug under a small producer certUfcai* In Dockets Nos. 0666-77 and C847-K1, uud the Northern. 


The proposed rate Increased herein reflects 
the 0.5 percent increase in the production tax 
from 7 percent to 75 percent enacted by the 
8tate of Texas on September 0, 1069. to be 
effective as of October I, 1069. Respondent, 
holder of small producer certificate In 
Dockets Not CS65-77 and CS67-62. requests 
waiver of f 157.40(d) of the Commission's 
regulations which prohibits the collection of 
any rate in excess of the applicable area base 
celling mte determined In Opinion No. 468 
so that he may file a rate Increase from 
16.6 cents to 16 562 cents per Mcf. relating 
to reimbursement for this recently enacted 
tax increase Respondent also requests waiver 
of the statutory notice requirement to permit 
the rate change to become effective following 
a suspension of 1 day from the date of filing. 

In support of his request. Respondent 
points out that large producers have been 
permitted to collect, subject to refund, their 
applicable tax reimbursement above the ap¬ 
plicable area celling levels and requests equal 
treatment Tho Commission has recognised 
the inequity of treatment Involved here, 
and, In an effort to solve this problem, issued 
on November 4. 1969. a notice of proposed 
rulemaking In Docket No. R. 374 proposing 
to permit tvmall producers to file above call- 
in.. rate increases without requiring the 
filing of rate schedules or obtaining new 
certificate authorizations. However, since the 
proposed increase Involved here relates solely 
to reimbursement for the Increase in the 
state production tax. we believe that tho 
equities here call for the requested waivers 
of the statutory notice requirement and of 
I 157.40(d). In these circumstances, we shall 


suspend the sold increased rate for 1 day 
from the date of filing. 

(FB. Doc. 69-14740; Filed. Dec. 11. I960; 
8:46 a.m.| 


(Docket No. CP70-1421 

EL PASO NATURAL GAS CO. 

Notice of Application 

December 8.1969. 

Take notice that on December 1. 1969, 
El Paso Natural Gas Co. (applicant). 
Post Office Box 1492, El Paso, Tex. 79999, 
filed in Docket No. CP70-142 an appli¬ 
cation pursuant to section 7(c) of the 
Natural Oas Act for a certificate of pub¬ 
lic convenience and necessity authoris¬ 
ing the construction and operation of 
certain natural gas facilities, the acquisi¬ 
tion from Arizona Public Service Co. 
(Public Service) and operation of certain 
facilities to be constructed by Public 
Service and the sale and delivery of natu¬ 
ral gas to Public Sendee for resale and 
distribution In the Yuma-Mesa irrigation 
area of Yuma County. Ariz.. all as more 
fully set forth In the application which 
is on file with the Commission and open 
to public inspection. 

Applicant proposes to construct and 
operate a meter station to be located 
adjacent to its existing Yuma lateral; 


acquire approximately 9.7 miles of the 
10.3 miles of 6%-inch O.D. transmission 
line to be constructed by Public Service, 
wliich will extend from the outlet of 
Applicant’s proposed meter station 
southward to a point of connection with 
Public Service’s recently installed irriga¬ 
tion distribution system; and sell and 
deliver natural gas to Public Service for 
resale and distribution to consumers for 
Irrigation use. 

The estimated total third year peak 
day and annual natural gas deliveries 
by applicant to Public Service are 2,558 
Mcf and 426,000 Mcf. respectively. 

The total estimated cost of the pro¬ 
posed meter station and the facilities to 
be acquired from Public Service Is 
$284,000. to be financed by working funds 
supplemented by short-term borrowings. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before Decem¬ 
ber 29, 1909, file with the Federal Power 
Commission. Washington. D.C. 20426. a 
petition to Intervene or a protest in 
accordance with the requirements of the 
Commission's rules of practice and pro¬ 
cedure (18 CFR 1.8 or 1.10> and the 
regulations under the Natural Gas Act 
(18 CFR 157.10). All protests filed with 
the Commission will be considered by it 
in determining the appropriate action to 
be taken but will not serve to make the 


FEDERAL REGISTER. VOl. 34. NO. 238—FRIDAY, DECEMBER 12, 1969 













NOTICES 


19625 


protcstanta parties to the proceeding. 
Any person wishing to become a party 
to a proceeding or to participate as a 
party in any hearing therein must file a 
petition to intervene in accordance with 
the Commission's rules. 

Take further notice that, pursuant to 
the authority contained in and subject 
to the Jurisdiction conferred upon the 
Federal Power Commission by sections 
7 and 15 of the Natural Oas Act and the 
Commission's rules of practice and pro¬ 
cedure, a hearing will be held without 
further notice before the Commission on 
this application if no petition to inter¬ 
vene is Died within the time required 
herein, if the Commission on its own 
review of the matter finds that a grant 
of the certificate is required by the pub¬ 
lic convenience and necessity. If a peti¬ 
tion for leave to intervene is timely filed, 
or if the Commission on its own motion 
believes that a formal hearing is re.- 
quired. further notice of such hearing 
will be duly given. 

Under the procedure herein provided 
for. unless otherwise advised, it will be 
unnecessary for applicant to appear or 
be represented at the hearing. 

Gordon M. Grant. 

Secretary . 

(F.R. Doc. 69-14757; Filed, Dec. 11. 1*59; 

8:47 ajn.J 


(Docket No. RP69-6 ctc.| 

EL PASO NATURAL GAS CO. ET AL. 

Order Vacating Examiner's Ruling for 
Production of Data, Prescribing 
Procedure and Setting Date of Pre- 
hearing Conference, Directing Des¬ 
ignation of Presiding Examiner, 
Filing of Application and Granting 
Petition to Intervene 

December 5.1969. 

El Paso Natural Gas Company. Docket 
No. RP69-6;’ William O. Webb. Docket 
No. 0-6887; J. Glenn Turner. Docket No. 
G-6907: Frank A. Schultz, Docket No. 
0-10037, William G. Webb. Docket No. 
G-15692: J. Glenn Turner. Docket No. 
0-15693; William O. Webb. Docket No. 
G-19109; Benson-Montin-Greer Drilling 
Corp., Docket No. G-19110; J. Glenn 
Turner, Docket No. 0-19145; Frank A. 
Schultz, et al., Docket No. 0-20018; Ben- 
son-Montin-Greer Drilling Corp., Docket 
No. CI61-156; La Plata Gathering Sys¬ 
tem. Inc„ Docket No. CI61-812; Frank A. 
Schultz. Docket No. CI61-617: Jack 
London. Jr.. Docket No. CI62-1147; 
Ralph E. Davis. Docket No. CI62-1175; J. 
Glenn Turner and William O. Webb. 
Docket No. CI62-1177; J. Glenn Turner 
and William G. Webb. Docket No. CI62- 
1211; C. W. Murchison, Docket No. CI63- 
05; Frank A. Schultz et al., CI63-318; El 
Paso Natural Gas Co.. Docket No. 
CP70-146. 

On October 22, 1969, in Docket No. 
RP69-6 (Phase II > t Presiding Examiner 
Max L, Kane transmitted to the Com¬ 
mission the appeal of El Paso Natural 
Gas Co. from the Examiner's ruling di¬ 
recting El Paso to provide data requested 

1 Th© dockets in William O. Webb et a!., 
are not consolidated with Docket No. RP69-6. 


by the Commission Staff relating to the 
costs incurred by El Paso in operating, 
as company-owned production, the prop¬ 
erties from which natural gas was for¬ 
merly produced by independent pro¬ 
ducers. William G. Webb et al.. Docket 
No. G-6887 et al. (See order issued 
Dec. 1. 1964.1 

El Paso's application to increase its 
Jurisdictional rates was filed on Septem¬ 
ber 6, 1968. in Docket No. RP69-6. El 
Paso's cost of service is based on its op¬ 
erations for the 12-month period ended 
May 31. 1968, as adjusted. In its cost of 
service. El Paso presented the overall 
costs applicable to its own production for 
the test period and did not separate or 
identify the portions of such costs that 
were attributable to production under the 
particular acreage or wells of El Paso. It 
appears, therefore, that no evidence 
presently exists in the record in Docket 
No. RP69-6 to identify that portion of 
El Paso's overall claimed production 
costs associated with production of gas 
under the William O. Webb, et al. con¬ 
tracts. On October 3, 1969, during the 
course of the rate case hearings. Com¬ 
mission Staff requested El Paso to pre¬ 
sent testimony concerning the cost El 
Paso was claiming in the test year in 
Docket No. RP69-6 with respect to pro¬ 
duction from the acreage covered by 
the contracts identified In the Commis¬ 
sion's order issued December 1. 1964, 
William O. Webb et al.. Docket No. 
G-6887 et al. 

Subsequent to the request of Commis¬ 
sion Staff, counsel for El Paso argued 
that the issue raised by staff Is more 
appropriately an issue in the Webb pro¬ 
ceeding and proposed that it would agree 
to adjust its rates, as determined in 
Docket No. RP69-6, and make appro¬ 
priate refunds back to the dAte that its 
rate Increase was put into effect, 
March 7. 1969, depending on the out¬ 
come of the proceedings in the producer 
cases previously set for hearing in 
Docket No G-6887 et al. 

El Paso contends that full protection 
of the public Interest can be achieved 
without delaying resolution of El Paso's 
rate proceeding by reserving this issue 
to the Webb proceeding. 

By order Issued December 1, 1964, the 
Commission set for hearing the 18 pro¬ 
ducer applications in lead docket Wil¬ 
liam G. Webb, Docket No. G-6887. On 
May 27. 1965. the Commission directed 
El Paso to prepare and submit cost of 
service evidence concerning the total 
recoverable reserves to be transferred 
by applicants. It appears to be more 
expeditious to obtain a determination 
of the Issues raised in the Webb pro¬ 
ceedings concurrently with rather than 
subsequent to the resolution of the sim¬ 
ilar question raised in the rate increase 
proceeding.* 


J By letter dated Nov. 25, I960, K1 Pa/vo. 
apparently deeming its appeal denied pur¬ 
suant to the operation or I 1.12(e) of our 
rules, transmitted certain coat Information to 
the Commission purportedly In response to 
Stall Counsel's request. However, in light 
of our disposition of the appeal from the 
Examiner's ruling herein, we do not find it 
necessary to pass upon either the relevancy 
or adequacy of such information at this time. 


Presiding Examiner Kane in transmit¬ 
ting the appeal also transmitted a condi¬ 
tion proposed by El Paso whereby El 
Paso would adjust Its rates and make 
refunds retroactive to March 7. 1969, to 
be determined by application of a final 
determination in Docket No. G-6887 ct 
al.; Provided . That <1> the Commission 
determine that the proposed abandon¬ 
ments there involved would result in nn 
unwarranted increase in El Paso's Juris¬ 
dictional unit cost of service and (2) the 
Commission denied the proposed aban¬ 
donment. Since we do not here reach the 
merits of the proceedings in Docket No. 
0-6887 ct al., nor the form of the final 
resolution therein. El Paso's proposed 
condition would unnecessarily restrict 
final resolution of the Webb proceedings. 

Section 7(c) of the Natural Gas Act 
requires that no natural gas company 
shall acquire or operate any facility sub¬ 
ject to Commission jurisdiction unless 
there is in force an appropriate certifi¬ 
cate of public convenience and neces¬ 
sity authorizing such acts and opera¬ 
tions. FI Paso's acquisition and operation 
of the facilities of the above listed pro¬ 
ducers, and the producers' applications, 
may involve common questions for Com¬ 
mission decision. Accordingly, to avoid 
a subsequent proceeding for El Paso's 
acquisition and operation of such facil¬ 
ities. El Paso will be directed to file, as 
hereinafter ordered, an appropriate ap¬ 
plication which will be consolidated for 
hearing and decision with the produc¬ 
ers* applications. 

The Commission finds: 

(1) The late petition of Pacific Gas 
and Electric Co. will not delay the pro¬ 
ceedings. It is appropriate In carrying out 
the provisions of the Natural Gas Act 
that Pacific Gas and Electric be per¬ 
mitted to intervene in Docket No. G-6887 
et al. 

(2) The proceedings In Docket No. 
G-6887 ct al. will be expedited by pro¬ 
viding for a prehearing conference pur¬ 
suant to the rules of the Commission. 

The Commission orders; 

(A) The appeal by El Paso Natural 
Oas Co. from the ruling of the presiding 
examiner in Docket No. RP69-6 direct¬ 
ing El Paso to supply the data request 
of the staff concerning the costs associ¬ 
ated with the production of natural gas 
from the producing properties identified 
in the Commission's order of December 
1. 1964. in William G. Webb et al.. Docket 
No. G-6887 et al. is granted and the 
ruling vacated. 

<B) A prehearing conference in Wil¬ 
liam G. Webb et al.. Docket No. G-6887 
et al.. pursuant to i 1.18(b) of the Com¬ 
mission's rules of practice and procedure 
will be held on January 6.1970, in a hear¬ 
ing room of the Federal Power Commis¬ 
sion, 441 O Street NW„ Washington, DC., 
commencing at 10 a.m., es.t. 

(C) The Chief Examiner is directed 
to designate an examiner to preside at 
the prehearing conference scheduled by 
paragraph (B) above. The designated 
presiding examiner Is directed to deter¬ 
mine the status of the proceedings in 
Docket No. G-6887 ct al., and to take 
All evidence necessary to a determination 
of the issue reserved by the ruling herein 
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set forth and the issues raised by the 
applications In Docket No. 0-6837 et al. 
The presiding examiner shall control pro* 
ceedings subsequent to the prehearing 
conference In his discretion after con¬ 
sidering the recommendations presented 
by counsel for the parties. 

(D) The issue pertaining to the proper 
allowance to be included in El Paso Nat¬ 
ural Gas Co/s cost of service in RP69-6 
for its production of natural gas from 
the properties which are presently sub¬ 
ject to proceedings in Docket No. G-6887 
et aU is reserved for hearing and deter¬ 
mination in the Webb proceedings. 

(E) El Paso Natural Gas Co. will be 
obligated in Docket No. RP69-6 to make 
appropriate refunds with interest and 
rate reductions for the period beginning 
March 7. 1969, in the event such adjust¬ 
ments are required as a result of a final 
order of the Commission In Docket No. 
G-6887 et al. 

(P) Pacific Gas and Electric Co. is 
hereby permitted to intervene in the 
proceedings in Docket No. G-6887 et al.. 
subject to the rules and regulati o ns of 
the Commission: Provided , however . 
That its participation shall be limited 
to matters relating to rights and inter¬ 
ests expressly asserted in the petition to 
intervene: and provided further, that 
permission to intervene shall not be con¬ 
strued as recognition by the Commission 
that the intervener might be aggrieved 
by any order entered in these pro¬ 
ceedings. 

(G) El Paso Natural Gas Co. is di¬ 
rected to file an application for certificate 
pursuant to section 7(c) of the act and 
il 157.15-157.16 of the regulations under 
the Natural Gas Act in Docket No. CP70- 
146 within 30 days of the date of issuance 
of this order, for authorization to ac¬ 
quire and operate the facilities of the 
producers listed above, and said docket 
Is consolidated for hearing and decision 
with the proceedings at Docket No. G- 
6887 et al. 

By the Commission. 

[seal] Gordon M. Grant. 

Secretary. 

[PR Doc 69-14746: Filed. Doc. 11. 1069: 

8.46 am.) 


)Docket No. CP70-140] 

LONE STAR GAS CO. 

Notice of Applicofton 

December 8. 1969. 

Take notice that on November 25,1969, 
Lone Star Gas CO. (Applicant). 301 South 
Harwood Street. Dallas, Tex. 75201, filed 
in Docket No. CP70-140 an application 
pursuant to section 7(b) of the Natural 
Gas Act, as implemented by I 157.7 of 
the regulations thereunder, tor budget- 
type permission and approval to abandon 
direct sales measuring, regulating, and 
related minor facilities during the calen¬ 
dar year 1970, all as more fully set forth 
in the application which is on file with 


the Commission and open to public 
inspection. 

The stated purpose of said application 
is to enable Applicant to act with reason¬ 
able dispatch to remove direct sales fa¬ 
culties in the States of Texas and Okla¬ 
homa. as they become required no long¬ 
er, without the delay incident to the filing 
and processing of numerous minor indi¬ 
vidual applications. 

Applicant states that the deliveries to 
any one customer from the facilities pro¬ 
posed to be abandoned would not have 
exceeded 100.000 Mcf during the last year 
of service. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before Decem¬ 
ber 29, 1969, file with the Federal Power 
Commission. Washington. D.C. 20426, a 
petition to intervene or a protest in ac¬ 
cordance with the requirements of the 
Commission’ s rul es of practice and pro¬ 
cedure (18 CFR 1.8 or 1.10) and the 
regulations under the Natural Gas Act 
(18 CFR 157.10). All protests filed with 
the Commission will be considered by it 
in determining the appropriate action 
to be taken but will not serve to make 
the protestants parties to the proceed¬ 
ing. Any person wishing to become a 
party to a proceeding or to participate 
as a party in any heating therein must 
file a petition to intervene in accordance 
with the Commission’s rules. 

Take further notice that, pursuant to 
the authority contained in and subject 
to the jurisdiction conferred upon the 
Federal Power Commission by sections 7 
and 15 of the Natural Gas Act and the 
Commission’s rules of practice and pro¬ 
cedure. a hearing will be held without 
further notice before the Commission on 
this application if no petition to inter¬ 
vene is filed within the time required 
herein, if the Commission on its own 
review of the matter finds that permis¬ 
sion and approval for the proposed aban¬ 
donment Is required by the public con¬ 
venience and necessity. If a petition for 
leave to intervene is timely filed, or if 
the Commission on its own motion be¬ 
lieves that a formal hearing is required, 
further notice of such hearing will be 
duly given. 

Under the procedure herein provided 
for. unless otherwise advised, it will be 
unnecessary for applicant to appear or 
be represented at the hearing. 

Gordon M. Grant. 

Secretary. 

[PJl, Doc 69-147M; Filed. Dec. 11. 1969; 

8:47 n.m.) 


(Docket No. RP7O-20) 

PANHANDLE EASTERN PIPE LINE CO. 

Notice of Proposed Changes in Rates 
and Charges and of Gas Supply 
Cost Tracking Agreement 

December 5, 1969. 

Take notice that on December 2. 1969, 
Panhandle Eastern Pipe Line Co. (Pan¬ 


handle) tendered for filing proposed 
changes in Its FPC Gas Tariff. Original 
Volume No. 1, to become effective on Jan¬ 
uary 2, 1970. together with a request 
that it be authorized to track, without 
suspension, purchase gas Increases and 
decreases up to a net total amount of 
1 cent per Mcf, as incurred during the 
period ending December 31. 1970. The 
proposed rate changes, would increase 
Panhandle’s Jurisdictional rates by ap¬ 
proximately $1,577,000 based upon sales 
for the 12-month period ending February 
28. 1969. as adjusted. The proposed in¬ 
crease would be applicable to Rate 
Schedules. 0-1. 2. 3: SO-1, 2, 3; LS-1. 2; 
8-1; SS-l; CS-l; and 1-1. 2, 3. 

Panliandle states that the proposed in¬ 
creased rates are being filed to track in¬ 
creased gas supply costs incurred since 
its rate increase filing in Docket No. 
RP69-35, and that since these costs will 
be incurred by January 1.1970, it requests 
its proposed tariff sheets be permitted 
to become effective without suspension. 
In view of its request that the rates not 
be suspended. Panhandle suggest s that 
this new filing be consolidated with 
Docket No. RP69-35 and subject to the 
Commission’s order. Issued December 4, 
1969, making rates effective on November 
20. 1969, In that proceeding. 

Copies of the proposed tariff changes 
were served on all of Panhandle’s cus¬ 
tomers and interested State commissions. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before Decem¬ 
ber 19, 1969, file with the Federal Power 
Commission. Washington. D.C. 20426. pe¬ 
titions to intervene or protests in accord¬ 
ance with the requirements of the Com¬ 
mission's rules of practice and procedure 
(18 CFR 18 or 1.10). AD protests filed 
with the Commission will be considered 
by it in determining the appropriate ac¬ 
tion to be taken, but will not serve to 
make the protestants parties to the pro¬ 
ceeding. Persons wishing to participate 
as a party in any heating therein must 
file petitions to intervene in accordance 
with the Commission’s rules. The appli¬ 
cation is on file with the Commission 
and available for public inspection. 

Gordon M. Grant, 

Secretary. 

[F_R. Doc. 69-14741; Filed, Dec. 11. 1989; 

8:46 a m 1 


(Docket No. RP7G-13) 

UNITED GAS PIPE LINE CO. 

Order Providing for Hearing, Suspend¬ 
ing Proposed Revised Tariff Sheets 
and Providing Hearing Procedures 

December 5. 1969. 

United Gas Pipe Line Co. (United) on 
October 31, 1969, tendered for filing pro¬ 
posed changes in Its presently effective 
FPC Gas Tariff. First Revised Volume 
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No. U The proposed changes would re¬ 
sult In an estimated increase in juris¬ 
dictional revenues of $33,100,000 annu¬ 
ally based on estimated sales for the 12 
months ending July 31.1969. as adjusted. 
The changes are proposed to become ef¬ 
fective on December 16. 1969. 

United states that the principal rea¬ 
sons for the proposed rate Increases are: 
<1> Increases in purchased gas costs; 
(2> increases in underground storage and 
transmission expenses; (3) the proposed 
reversion from the use of liberalized de¬ 
preciation to the straight line method of 
computing depreciation for tax purposes; 
and (4) the need for a rate of return 
of 9 percent. 

A review of the filing indicates that 
certain issues are raised therein which 
require development in an evidentiary 
proceeding. The proposed increased rates 
and charges have not been shown to be 
Justified and may be unjust, unreason¬ 
able, unduly discriminatory, or prefer¬ 
ential. or otherwise unlawful. 

We contemplate that some of the 
issues involved in this proceeding may 
be susceptible of hearing and decision 
within the 5-month suspension period 
or shortly thereafter. In order that the 
collection and refunding of any possible 
excess charges may be avoided or lim¬ 
ited. we are authorizing the Presiding 
Examiner to determine which issues, if 
any, may be tried in an Initial phase of 
the hearing. 

The Commission finds: 

(1) It is necessary and proper in the 
public interest and to aid in the en¬ 
forcement of the provisions of the Nat¬ 
ural Gas Act that the Commission enter 
upon a hearing concerning the lawful¬ 
ness of the rates and charges contained 
in United's PPC Gas Tariff, as proposed 
to be amended, and that the proposed 
tariff sheets listed above be suspended, 
and use thereof be deferred as herein 
provided. 

(2) It is necessary and proper In the 
public interest and to aid in the enforce¬ 
ment of the provisions of the Natural 
Gas Act that the disposition of this pro¬ 
ceeding be expedited in accordance with 
the procedures set forth below. 

The Commission orders: 

(A) Pursuant to the authority of 
the Natural Gas Act. particularly sec¬ 
tions 4 and 15 thereof, the Commission’s 
rules of practice and procedure, and the 
regulations under the Natural Gas Act 
(18 CFR Ch. I), a public hearing shall 
be held commencing January 13, 1970, 
at 10 ajn., c-s.t., in a hearing room of the 
Federal Power Commission. 441 G Street 
NW,, Washington, D.C. 20426, concern¬ 
ing the lawfulness of the rates, charges. 


• Proposed Revised Tariff Sheets: First Re¬ 
vised Sheets Nos. II, 13. 15. 46. 49, 63. 63. 
61. 63, 63. 66, 60. 73. 73. 76. 78. 80. 83: Scoond 
Revised Sheets Noe. 5. 7. 9. 34. 67: Third Re¬ 
vised Sheets Nos. 33. 26; 8lxth Revised Sheet 
No. 3: Etghth Revised Sheets Noe. 44. 46; 
Ninth Revised Sheet No. 99; 10th Revised 
Sheets Nos. 4 . 6, 10. 13. 31, 33 . 35. 27. 30, 32; 
13th Revised Sheets Nos. 8. 14. 103; 14th 
Revised Sheets Nos. 103, 104; 15th Revised 
Sheet No. 100; 16th Revised Sheet No. 101; 
and Original Sheet No. 106. 


classifications, and services contained 
in United’s FPC Gas Tariff, as proposed 
to be amended. 

iB> Pending such hearing and deci¬ 
sion thereon. United’s proposed revised 
tariff sheets listed above are hereby 
suspended and the use thereof is de¬ 
ferred until May 16, 1970, and until 
such further time as they arc made 
effective in the manner prescribed by 
the Natural Gas Act. 

(C) At the hearing on January 13, 
1970, United’s prepared testimony (State¬ 
ment P) filed and served on November 14, 
1969. together with Its entire rate filing 
as submitted and served on October 31, 
1969, shall be admitted to the record as 
United’s complete case-in-chief as pro¬ 
vided in the Commission's regulations, 
ft 154.63(e) (1>, and Order No. 254, 28 
FPC 495, 496. without prejudice to mo¬ 
tions by other parties to exclude or strike 
this or other evidence. 

<Di Following admission of United's 
complete case-in-chief, the parties shall 
present their views and the Presiding 
Examiner, in the exercise of his discre¬ 
tion. shall determine whether there shall 
be an initial phase and. if so, which is¬ 
sues shall be heard therein. If he deter¬ 
mines that there shall be an initial phase 
hearing, he shall fix dates for service of 
staffs and intervenors evidence and 
United’s rebuttal evidence on such is¬ 
sues; fix dates for witnesses to appear 
for adoption of their testimony and to 
stand cross-examination thereon; and 
proceed with such hearing as expedi¬ 
tiously as feasible. 

(E) Presiding Examiner Ewing G. 
Simpson, or any other designated for 
that purpose (see Delegation of Author¬ 
ity. 18 CFR 3.5(d)), shall preside at the 
hearing in this proceeding; shall pre¬ 
scribe relevant procedural matters not 
herein provided: and shall control this 
proceeding in accordance with the poli¬ 
cies expressed In ft 2.59 of the Commis¬ 
sion’s rules of practice and procedure. 

By the Commission. 

( seal ] Gordon M. Grant, 

Secretary. 

(PR. Doc. 09-14742; Piled, Dec. 11. 1969; 

8:46 ajn.| 


FEDERAL RESERVE SYSTEM 

FEDERAL OPEN MARKET COMMITTEE 

Authorization for System Foreign 
Currency Operations 

In accordance with ft 271.5 of its Rules 
Regarding Availability of Information, 
there is set forth below paragraph 2 of 
the Committee’s Authorization for Sys¬ 
tem Foreign Currency Operations. The 
amendment was adopted by vote of all 
available members (a majority) on Au¬ 
gust 27.1969, effective September 2, 1969, 
and ratified by action of the Committee 
at its meeting on September 9, 1969. 

2. The Federal Open Market Committee 
directs the Federal Reserve Bank of New 
York to maintain reciprocal currency ar¬ 


rangement* ("swap" arrangements) for Sys¬ 
tem Open Market Account for periods up to 
a maximum of 12 months with the following 
foreign banks, which are among those desig¬ 
nated by the Board of Governors of the 
Federal Reserve System under I 214.5 of Reg¬ 
ulation N, Relations with Foreign Banks and 
Bankers, and with the approval of the Com¬ 
mittee to renew such arrangements on 


maturity: 

Amount of 
arrangement 
(miMont of 
dollars 

Foreign bank equivalent) 

Austrian National Bank_._.... ioo 

National Bank of Belgium_....... 600 

Bank of Canada__1,000 

National Bank of Denmark_ 100 

Bank of England__ 2.000 

Bank of France_.......____ 1,000 

German Federal Bank_l, 000 

Bank of Italy___l, ooo 

Bank of Japan-1,000 

Bank of Mexico__ 130 

Netherlands Bank_ 300 

Bank of Norway....._ 100 

Bank of Sweden_ 250 

Swiss National Bank_ 600 


Bank tor International Settlements: 

Dollars against 8wias francs_ 600 

Dollars against authorized Euro¬ 
pean currencies other than Swiss 
francs_1.000 

Not*: For paragraph 1 of the authoriza¬ 
tion. see 34 FR. 9044; for paragraph 3. see 
33 P.R. 8470: and for paragraphs 4 through 
10. see 33 P R 9583. 

By order of the Federal Open Market 
Committee, December 3.1969. 

Arthur L Broida. 
Deputy Secretary. 

(F.R. Doc, 69-14730; Filed. Dec. 11. 1069; 
8:45 ajn.) 


FEDERAL OPEN MARKET COMMITTEE 

Continuing Authority Directive With 
Respect to Domestic Open Market 
Operations 

In accordance with ft 271.5 of its Rules 
Regarding Availability of Information, 
there is set forth below paragraph 2 of 
the Committee’s Continuing Authority 
Directive with respect to Domestic Open 
Market Operations, which by action of 
the Committee on September 9, 1969, was 
in effect from such date until the close 
of business on October 7, 1969. 

2. The Federal Open Market Committee 
authorizes and directs the Federal Reserve 
Bank of New York to purchase directly from 
the Treasury for the account of the Federal 
Reserve Bank of New York (with discretion. 
In cases where it seems desirable, to issue 
participations to one or more Federal Reserve 
Banks) such amounts of special short-term 
certificates of Indebtedness os may be neces¬ 
sary from time to time for the temporary 
accommodation of the Treasury: provided 
that the rate charged on such certificates 
shall be a rate one-fourth of 1 percent below 
the discount rate of the Federal Reserve 
Bank of New York at the time of such pur¬ 
chases. and provided further that the total 
amount of such certificates held at any one 
time by the Federal Reserve Banks shall not 
exceed #2 billion. 

Nor*; For the remainder at the directive 
see 32 F.R. 9584. 
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By order of the Federal Open Market 
Committee. December 3.1969. 

Arthur L. Broida. 
Deputy Secretary. 

|F.R, Doc. 69-14731; FUed. Dec. ll« 1969; 
8:45 a.m.| 


FEDERAL OPEN MARKET COMMITTEE 

Current Economic Policy Directive of 
September 9, 1969 

In accordance with $ 271.5 of its Rules 
Regarding Availability of Information, 
there is set forth below the Committee's 
Current Economic Policy Directive is¬ 
sued at its meeting held on September 9. 
1969.* 

The information reviewed at this meeting 
Indicate* that expansion in real economic 
activity slowed aomewhat in the first half 
or 1969 and some further moderation during 
the second half la projected. Substantial up¬ 
ward prtwauras on prices and costs are per¬ 
sisting. Long-term Interest rates recently 
have risen to new peaks, while short-term 
rate* have changed litUe on balance. In Au¬ 
gust the money supply decreased while U.S. 
Government deposits rose somewhat; bank 
credit declined further on average: the run¬ 
off of large-denomination CD’s continued 
without abatement; and there were further 
net outflows from consumer-type time and 
savings accounts at banks. The U.8. foreign 
trade surplus was very small In July. The 
overall balance of payment* deficit on the 
liquidity basts remained very large In both 
July and August, while the balance on the 
official settlements boats shifted Into deficit 
In August as UiL bonks* borrowings of Euro¬ 
dollars leveled off. In light of the foregoing 
developments. It Is the policy of the Federal 
Open Market Committee to foster financial 
conditions conducive to the reduction of 
inflationary pressures, with a view to encour¬ 
aging sustainable economic growth and at¬ 
taining reasonable equilibrium in the coun¬ 
try’s balance of payments. 

TO Implement this policy, while taking 
account of the forthcoming Treasury re¬ 
funding. System open market operations 
until the next meeting of the Committee 
shall be conducted with a view to main¬ 
taining the prevailing firm conditions In 
money and short-term credit markets; Pro- 
elded, however, That operations shall be 
modified, to the extent permitted by the 
Treasury refunding. If bank credit appears 
to be deviating significantly from current 
projections or If pressure* arise In connec¬ 
tion with foreign exchange developments or 
with bank regulatory changes. 

By order of the Federal Open Market 
Committee, December 3, 1969. 

Arthur L. Broida, 
Deputy Secretary, 

(F.R. Doc. 69-14732; Filed. Dec. U. 1969; 

8:45 &.m.| 


* The record of Policy Actions of the Com¬ 
mittee for the meeting of Sept. 0. 1969, is 
filed as part of the original document. Copies 
are available on request to the Board of 
Governors of the Federal Reserve System. 
Washington. D.C. 20551. 


GENERAL SERVICES 
ADMINISTRATION 

(Federal Property Management Regulations 
Temporary Reg. D-20) 

CHRISTMAS TREES IN GOVERNMENT 
BUILDINGS 

To: Heads of Federal agencies. 

1. Purpose. Tills temporary regulation 
establishes exceptions to size and loca¬ 
tion limitations on natural Christmas 
trees prescribed by FPMR 101-19.109-6. 

2. Effective date. These regulations are 
effective on the date of issuance. 

3. Expiration date. This temporary 
regulation expires June 1,1970. 

4. General requirements. FPMR 101- 

19.109- 6 provides that Christmas trees 
will not interfere with exitways, exit 
lobbies, or the access to any exit; that 
noncombustiblc artificial Christmas trees 
are not limited by size; and that natural 
Christmas trees win not exceed 4 feet In 
height, shall stand in water, and will 
not remain In the building for more than 
2 weeks. 

5. Exceptions. GSA will permit a 
limited number of natural Christmas 
trees up to the heights listed below where 
it is determined that there are no other 
combustibles in the area likely to be 
ignited by fire in the tree. Such trees 
may be in building lobbies if the position 
of any tree is clear of exit routes by a 
distance equal to at least the height 
of the tree plus 6 feet. Such installations 
shall otherwise conform to FPMR 101- 

19.109- 6. 


Narrowest 

dimension 

of space Maximum 

[ceiling height of 

height or natural 

width Christmas 

of space) tree 

Less than 12 feet-... 4 feet 

12 to 16 feet- 0 feet 

16 to 20 feet__12 feet 

Over 20 feet_- 15 feet 


6. Availability of safe artificial trees . 
For areas in which the display of large 
trees is desired, the use of Underwriters* 
Laboratories labeled artificial Christmas 
trees should be considered. Such trees 
are now available In a number of species 
and in heights up to 18 feet. 

Dated: December 11,1969. 

Robert L. Kunzig. 
Administrator of General Services . 

(F.R. Doc. 69-14854: Filed, Dec. 11, 1969; 
12:07 pm.) 


INTERAGENCY TEXTILE 
ADMINISTRATIVE COMMITTEE 

CERTAIN COTTON TEXTILE PRODUCTS 
PRODUCED OR MANUFACTURED IN 
MALAYSIA 

Entry or Withdrawal from Warehouse 
for Consumption 

December 9. 1969. 

On October 10, 1969. the U.S. Govern¬ 
ment requested the Government of 
Malaysia to enter into consultations con¬ 
cerning exports to the United States of 
cotton textile products in Category 26 
(other than duck), produced or manu¬ 
factured In Malaysia. In that request the 
U.8. Government indicated the specific 
level at which it considered that exports 
In tills category from Malaysia should be 
restrained for the 12-month period be¬ 
ginning October 10, 1969, and extending 
through October 9. 1970. Since no solu¬ 
tion has been mutually agreed upon the 
U,S. Government in furtherance of the 
objectives of. and under the terms of, the 
Long-Term Arrangement Regarding In¬ 
ternational Trade in Cotton Textiles 
done at Geneva on February 9. 1962, 
Including Article 3. paragraph 3 and 
Article 6(c) which relates to nonpartici¬ 
pants, is establishing restraint at the 
level indicated in that request for the 
12-month period beginning October 10. 

1969, and extending through October 9. 

1970. This restraint does not apply to 
cotton textile products in Category 26 
(other than duck), produced or manu¬ 
factured in Malaysia and exported to the 
United States prior to the beginning of 
the designated 12-month period. 

There is published below a letter of 
December 9, 1969. from the Chairman of 
the President's Cabinet Textile Advisory 
Committee to the Commissioner of Cus¬ 
toms, directing that the amount of 
cotton textile products in Category 26 
(other than duck), produced or manu¬ 
factured in Malaysia, which may be 
entered or withdrawn from warehouse 
for consumption In the United States for 
the 12-month period beginning Octo¬ 
ber 10, 1969. be limited to the designated 
level. 

Stanley Nehmkh. 

Chairman. Interagency Tex - 
tile Administrative Commit- 
tee, and Deputy Assistant Sec¬ 
retary for Resources . 

riWIWWT’U CABINET TEXTILE ADVISORY 
COMMITTEE 

Commissioner or Customs, 

Department of the Treasury, 

Washington, D.C. 20226. 

December 9,1069. 

Dear Me. Commissioner: Under the terms 
of the Long-Term Arrangement Regarding 
International Trade in Cotton Textiles done 
at Genova on February 9, 1662, Including 
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Article fl(o) thereof relating to nanpartlcl- 
pauts. and In accordance with the proced¬ 
ures outlined in Executive Order 11052 of 
September 28, 1062. as amended by Execu¬ 
tive Order 11214 of April 7. 1065. you are 
directed to prohibit, effective as soon as 
possible, and for the twelve-month period 
beginning October 10. 1060. and extending 
through October 0, 1970. entry into the 
United States for consumption and with¬ 
drawal from warehouse for consumption, 
of cotton textile products in Category 26 
(other than duck), 1 produced or manufac¬ 
tured In Malaysia. In excess of a level of 
restraint for the period of 1,675,207 square 
yards.* 

In carrying out this directive, entries of 
cotton textile products In Category 26 (other 
than duck), produced or manufactured in 
Malaysia and which have been exported u> 
the United States from Malaysia prior to 
October 10, 1060, shall not be subject to this 
directive. 

Cotton textile products which have been 
reteased from the custody of the Bureau of 
Customs under the provisions of 19 UJ8.C. 
1448(b) prior to the effective date of this 
directive shall not be denied entry under 
this directive. 

A detailed description of Category 26 
(other than duck), in terms of T.S.U.8.A. 
numbers was pubU*hed In the Federal Rzn- 
ivrra on January 17. 1068 (33 P R 582), and 
amendments thereto on March 15. 1068 (33 
P R, 4600). 

In carrying out the above directions, entry 
Into the United States for consumption shall 
be construed to Include entry for consump¬ 
tion Into the Commonwealth of Puerto Rico. 

The actions taken with respect to the 
Oovemment of Malaysia and with respect to 
imports of cotton textiles and ootton textile 
products from Malaysia have been deter¬ 
mined by the President's Cabinet Textile 
Advtsoy Committee to involve foreign affairs 
functions of the United States. Therefore, 
the directions to the Commissioner of Cus¬ 
toms, being necessary to the Implementa¬ 
tion of such actions, fall within the foreign 
affairs exception to the notice provisions of 
5 U.8.C. 553 (Supp. IV. 1065-68). This letter 
will be published In the Federal Reomtxu. 

Blncerely. 

Maurice H. Stans. 

Secretary of Commerce. Chairman . 
President's CoWnef Textile Ad - 
visory Committee. 

IF.R Doc. 60-14795; Plied. Dec. 11, 1060; 

8:48 a.m.| 


CERTAIN COTTON TEXTILES AND COT- 
TON TEXTILE PRODUCTS PRODUCED 
OR MANUFACTURED IN MALTA 

Entry or Withdrawal from Warehouse 
for Consumption 

December 9, 1969. 

On June 14, 1967. the U.S. Govern¬ 
ment, in furtherance of the objectives of, 
and under the terms of, the Long-Term 
Arrangement Regarding International 
Trade in Cotton Textiles done at Geneva 
on February 9.1962, concluded a bilateral 


1 The T5.U8A. Nos. for duck fabric not 
covered by this directive are: 

320 ..01 through 04. 06. 08 

321 ..01 through 04,06.08 

322 ..01 through 04. 06. 08 
326 . .01 through 04. 06. 08 

327.. .01 through 04. 06. 08 

328.. .01 through 04. 06. 08 

' This level has not been adjusted to reflect 
any entries made on or after Oct. 10, 1969. 


cotton textile agreement with the Gov¬ 
ernment of Malta concerning exports of 
cotton textiles and cotton textile prod¬ 
ucts from Malta to the United States. 
Under this agreement the Government 
of Malta has undertaken to limit its 
exports to the United States of cotton 
textiles and cotton textile products to 
specified annual amounts. Among the 
provisions of the agreement are those 
applying specific export limitations to 
Categories 43. 51. and 60, for the fourth 
agreement year beginning January' l. 
1970. 

Accordingly, there is published below 
a letter of December 9. 1969, from the 
Chairman of the President’s Cabinet 
Textile Advisory Committee to the Com¬ 
missioner of Customs directing that the 
amounts of cotton textiles and cotton 
textile products in Categories 43. 51. and 
60. produced or manufactured in Malta, 
which may be entered or withdrawn 
from warehouse for consumption in the 
United States for the period beginning 
January 1, 1970. and extending through 
December 31, 1970, be limited to desig¬ 
nated levels. 

This letter and the actions pursuant 
thereto are not designed to implement 
all of the provisions of the bilateral 
agreement but are designed to assist only 
in the implementation of certain of its 
provisions. 

Stan let Nehmer. 

Chairman, Interagency Textile 
Administrative Committee . 

and Deputy Assistant Secre¬ 
tary for Resources. 

The Secretary or Commerce 

mxatOENT** CABINET TEXTILE ADVISORY 
COMMITTER 

Commus&ioner or Customs, 

Department of the Treasury, 

Washington, D.C. 20226. 

DrcxmrerO. 1060. 

Dear Mr. Commissioner: Under the terms 
of the Long-Term Arrangement Regarding 
International Trade In Cotton Textiles done 
at Geneva on Pebruary 0. 1062. pursuant to 
the bilateral cotton textile agreement of 
June 14. 1067. between the Governments of 
the United States and Malta, and In accord¬ 
ance with the procedure* outlined in Execu¬ 
tive Order 11062 of September 28. 1962, as 
amended by Executive Order 11214 of April 
7, 1965. you are directed to prohibit, effec¬ 
tive January 1, 1970, and for the 12-month 
period extending through December 31, 1970. 
entry Into the United States for consump¬ 
tion and withdrawal from warehouse for 

consumption of cotton textiles and ootton 

textile products in Categories 43. 51. and 60. 
produced or manufactured in Malta, In ex¬ 
cess of the following designated levels of 
restraint; 

12-Month 

Ca tegory level of rest raint 

43---dozen_ 73. 625 

51.-.do_ 26,046 

60 ...do- 44,568 

In carrying out this directive entries of 
cotton textiles and cotton textile products 
in Categories 43. 51. and 60, produced or 
manufactured In Malta, which have been ex¬ 
ported to the United States from Malta prior 
to January 1. 1970. shall, to the extent of 
any unfilled balances, be charged against 
the levels of restraint established for such 
goods during the period January 1, 1969. 
through December 31. 1069. In the event that 
the level of restraint established for such 


goods for that period has been exhausted by 
previous entries, such goods shall be subject 
to the directives set forth In this letter. 

The levels of restraint set forth above are 
subject to adjustment pursuant to the pro¬ 
visions of the bilateral agreement of June 14. 
1967, between the Governments of the United 
States and Malta which provide In part that 
within the aggregate and applicable group 
limit for apparel, limits on certain categories 
may be exceeded by not more than 5 percent; 
for the limited carryover of shortfalls In cer¬ 
tain categories to the next agreement year, 
and for administrative arrangements. Any 
appropriate adjustments pursuant to the pro¬ 
visions of the bilateral agreement referred 
to above, will be made to you by letter from 
the Chairman of the Interagency Textile 
Administrative Committee. 

A detailed description of the categories In 
terms of T3.U.S.A. numbers was published 
in the Pkbkral Register on January 17. 1068 
(33 F.R. 582). and amendments thereto on 
March 15. 1068 ( 33 P R. 4600). 

In carrying out the above directions, entry 
into the United Sts tee for consumption shall 
be construed to Include entry for consump¬ 
tion into the Commonwealth of Puerto Rico. 

The actions taken with respect to the Gov¬ 
ernment of Malta and with respect to Imports 
of cotton textiles and cotton textile products 
from Malta have been determined by the 
President’s Cabinet Textile Advisory Com¬ 
mittee to involve foreign affairs functions of 
the United States. Therefore, directions to 
the Commissioner of Customs, being neces¬ 
sary to the Implementation of such actions, 
fall within the foreign affairs exception to 
the notice provisions of 6 U.S.C. 553 (Supp. 
IV. 1065-68). This letter will be published In 
the Federal Register. 

Sincerely. 

Maurice H. Stans, 
Secretary of Commerce, Chairman, 
President’s Cabinet Textile Ad¬ 
visory Committee . 

[PR Doc. 69-14704: Filed, Dec. 11. 1069: 

8:48 am.) 


CERTAIN COTTON TEXTILES AND 
COTTON TEXTILE PRODUCTS PRO¬ 
DUCED OR MANUFACTURED IN 
YUGOSLAVIA 

Entry or Withdrawal From Warehouse 
for Consumption 

December 9.1969. 

On September 26. 1967, the Govern¬ 
ment of the United States, In furtherance 
of the objectives of. and under the terms 
of the Long-Term Arrangement Regard¬ 
ing International Trade In Cotton 
Textiles done at Geneva on February 9, 
1962, concluded a bilateral cotton textile 
agreement with the Government of the 
Socialist Federal Republic of Yugoslavia, 
concerning exports of cotton textiles and 
cotton textile products from Yugoslavia 
to the United States. Under this agree¬ 
ment the Government of the Socialist 
Republic of Yugoslavia has undertaken 
to limit its exports to the United States 
of all cotton textiles and cotton textile 
products to an aggregate limit of 20,- 
671.875 square yards equivalent for the 
third agreement year beginning Janu¬ 
ary 1. 1970. Among the provisions of the 
agreement are those applying specific ex¬ 
port limitations to Categories 9, 18-19. 
22. 26 (duck). 26 (other than duck), 
28-29, 31, 34-35, 45-46-50-51, 48. and 
49. 
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Accordingly, there is published below 
a letter of December 9, 1969. from the 
Chairman of the President's Cabinet 
Textile Advisory Committee to the Com¬ 
missioner of Customs, directing that for 
the period beginning January 1, 1970, 
and extending through December 31, 
1970, entry into the United States for 
consumption and withdrawal from ware¬ 
house for consumption of cotton textiles 
and cotton textile products in Categories 
9. 18-19. 22. 26 <duck>. 26 < other than 
duck). 28-29. 31. 34-35. 48. and 49. pro¬ 
duced or manufactured In the Socialist 
Federal Republic of Yugoslavia and ex¬ 
ported to the United States on or after 
January 1. 1970, be limited to the desig¬ 
nated levels. This letter and the actions 
pursuant thereto are not designed to im¬ 
plement all of the provisions of the 
bilateral agreement but arc designed to 
assist only in the Implementation of cer¬ 
tain of Its provisions. 

Stanley Nkhmkr. 

Chairman. Interagency Tex¬ 
tile Administrative Commit¬ 
tee. and Deputy Assistant 
Secretary for Resources. 
Secretary or Commhli 

phtsidynt's CARINTT TXXT1U ADVISORY 
COMMITTEE 

Commissioner or Customs, 

Department of the Treasury, 

Washington, D.C. 20226. 

December 0, 1969. 

Dear Mr. Commissioner: Under the terms 
of the Long-Term Arrangement Regarding 
International Trade In Cotton Textiles done 
at Geneva on February 9, 1962. pursuant to 
the bilateral cotton textile agreement of 
September 26. 1967. between the United 
States and the Socialist Federal Republic 
of Yugoslavia, and In accordance with the 
procedures outlined In Executive Order 11062 
of September 28. 1962. as amended by Exec¬ 
utive Order 11214 of April 7. 1965, you are 
directed to prohibit, effective January 1. 1970, 
and for the 12-month period extending 
through December 31. 1970. entry Into the 
United States for consumption, and with¬ 
drawal from warehouse for consumption, of 
cotton textiles and cotton textile products 
in Categories 9, 18-19. 22. 26 (duck only*). 
26 (other than duck). 28-20. 31. 34-35. 48 and 
49. produced or manufactured In the Socialist 
Federal Republic of Yugoslatda. in excess of 
the following levels of restraint: 

12-month 
level of 

Category restraint 

9____square yards.. 7. 717,500 

18-19_do_ 1.102,600 

22.do_ 1.764.000 

26 (duck*). do- 2.206.000 

26 (other than duck)-do- 1,663,750 

28-29..pieces. . 559, 386 

31. do_ 522.751 

34-35 .do- 355. 644 

48 _dozen— 3, 766 

49 .do- 16.961 

• T43.U.8A. Nos.: 

320.. .01 through 04.06, 06 

321. -01 through 04. 06. 08 

322. —01 through 04, 06. 08 

326 —01 through 04. 06. 08 

327.—01 through 04.06. 08 

328.. .01 through 04. 06. 08 

Entries of cotton textiles and cotton textile 
products in the above categories, produced 
or manufactured in Yugoslavia, and exported 


NOTICES 

to the United States prior to January 1, 1070. 
shall, to the extent of any unfilled balances, 
be charged against the level of restraint es¬ 
tablished for such goods during the period 
January 1. 1969. through December 31. 1969. 
In the ovent that the level of restraint estab¬ 
lished for such goods for that period has been 
exhausted by previous entries, such goods 
shall be subject to the directives set forth 
in this letter. 

The levels of restraint set forth above are 
subject to adjustment pursuant to the pro¬ 
visions of the bllatrral agreement of Septem¬ 
ber 26. 1967, between the Govern menu of 
the United States and the Socialist Federal 
Republic of Yugoslavia which provide In 
part that within the aggregate and applicable 
group limits, limits on certain categories 
may be exceeded by not more than 5 percent; 
for the limited carryover of shortfalls In 
certain categories to the next agreement 
year; and for administrative arrangements. 
Any appropriate adjustments pursuant to 
the provisions of the bilateral agreement 
referred to above, will be made to you by 
letter from the Chairman of the Inter¬ 
agency Textile Administrative Committee. 

A detailed description of the categories In 
terms of T.8.U.8A. numbers was published 
In the Federal Register on January 17. 1968 
(33 P.R 582i. and amendments thereto on 
March 15. 1968 (33 Fit 4600). 

In carrying out the above directions, entry 
Into the United States for consumption shall 
be construed to include entry for consump¬ 
tion into the Commonwealth of Puerto Rico. 

The actions taken with respect to the 
Government of the Socialist Federal Re¬ 
public of Yugoslavia and with respect to 
imports of cotton textiles and cotton textile 
products from the Socialist Federal Republic 
of Yugoslavia have been determined by the 
President's Cabinet Textile Advisory Com¬ 
mittee to involve foreign affairs functions 
of the United States. Therefore, the direc¬ 
tions to the Commissioner of Customs, be¬ 
ing necessary to the implementation of such 
actions, fall within the foreign affairs ex¬ 
ception to the notice provisions of 5 U.8.C. 
553 i Supp. IV. 1965-68). Tills letter will be 
published In the Federal Register. 

Sincerely yours, 

Maurice H. Stans. 

Secretary of Commerce, Chairman. 
President's Cabinet Textile Ad¬ 
visory Committee. 

|PJL Doc. 69 14796; Filed. Dec. 11. 1969; 

8:48 am.] 

SECURITIES AND EXCHANGE 
COMMISSION 

(File No. 1—4563) 

COMMONWEALTH UNITED CORP. 

Order Suspending Trading 

December 8. 1969. 

The common stock. $1 par value, of 
Commonwealth United Corp.. a Cali¬ 
fornia corporation, being listed and reg¬ 
istered on the American Stock Exchange, 
the Philadelphia-Baltimore-Washington 
Stock Exchange, and the Pacific Coast 
Stock Exchange, the 8 percent converti¬ 
ble subordinated debentures due 1983, 
being listed and registered on the Ameri¬ 
can Stock Exchange and the Philadel- 
phia-Baltimore-Washington Stock Ex¬ 
change. the warrants for $1 par common 
stock and the $1.05 convertible preferred 
stock being listed and registered on the 


American Stock Exchange, and the Pa¬ 
cific Coast Stock Exchange pursuant to 
the provisions of the Securities Exchange 
Act of 1934 and all other securities of 
Commonwealth United Corp., being 
traded otherwise than on a national se¬ 
curities exchange: and 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in such securities 
on such exchanges and otherwise than 
on a national securities exchange is re¬ 
quired in the public interest and for the 
protection of investors; 

It is ordered. Pursuant to sections 15 
(c)(5) and 19(aM4) of the Securities 
Exchange Act of 1934. that trading in 
such securities on the American Stock 
Exchange, the Pacific Coast Stock Ex¬ 
change. and the Phlladelphia-Baltimore- 
Washington Stock Exchange, and other¬ 
wise than on a national securities ex¬ 
change be summarily suspended, thi 
order to be effective for the period De¬ 
cember 9. 1969 through December 18 
1969, both dates inclusive. 

By the Commission. 

I seal) Orval L, DuBois, 

Secretary. 

(F.R. Doc. 69-14751; Filed. Dec II. 1969 
8:46 am ] 


(812-2610) 

COMPASS GROWTH FUND, INC., 
ET AL. 

Notice of Application 

December 8, 1969. 

In the matter of Compass Growth 
Fund. Inc., Compass Income Fund. Inc. 
20 Exchange Place. New York, N.Y. 10005; 
E. I. Sales, Inc., 604 Locust Street. De? 
Moines. Iowa 50306; Glicoa Associates, 
Inc M 201 Park Avenue South. New York, 
N.Y. 10003; The O. N. Equity Sales Co, 
237 William Howard Taft Road. Cinch 
natl. Ohio 45219; North Star Equities 
Co.. Victory 8quare, St. Paul, Min: 
55101; 812-2610. 

Notice is hereby given that the Com¬ 
pass Growth Fund. Inc., Compass Income 
Fund, Inc., (the “Funds"), E. I. Sale*. 
Inc., Glicoa Associates. Inc.. The O. N. 
Equity Sales Co., and North Star Equities 
Co., the principal underwriters for shares 
of the Funds (“Distributors'') (herein 
collectively “Applicants"). have filed an 
application pursuant to section 6(c) of 
the Investment Company Act of 1940 . 
15 UJ5.C. sec. 80a-1 et seq. (“Act"), for 
an order exempting Applicants from the 
provisions of section 22(d) of the Act. 
The Funds are open-end diversified man¬ 
agement investment companies regis¬ 
tered under the Act. The Distributors are 
affiliated with life insurance companies 
in the following manners. E. I. Soles, Inc_ 
Is a wholly owned subsidiary of Equity 
Insurance Company of Iowa, which in 
turn is a wholly owned subsidiary of 
Equitable Life Insurance Company of 
low's. The O. N. Equity Sales Co. and 
North Star Equities Co. are wholly owned 
subsidiaries of The Ohio National Lif* 
Insurance Co. and The Minnesota Mu¬ 
tual Life Insurance Co., respectively. 
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Cllcoe Associates. Inc., is a wholly owned 
subsidiary of the Guardian Life Insur¬ 
ance Company of America, a New York 
insurance company. All Interested per¬ 
sons are referred to the application on 
file with the Commission for a statement 
of the representations contained therein 
which are summarized below. 

Section 22(d) provides, in relevant 
part, that an open-end investment com¬ 
pany is prohibited from selling a redeem¬ 
able security issued by it to any person 
except at a current offering price de¬ 
scribed in the prospectus. Tills section 
has been construed as prohibiting varia¬ 
tions in sales load except on a uniform 
basis. 

The offering price of shares of the 
Funds is currently the net asset value 
per share plus a sales charge, as de¬ 
scribed in the Fund’s prospectus. Appli¬ 
cants propose that each Fund sell Its 
shares at net aset value without sales 
charge* to persons In the following cate¬ 
gories: Officers, directors, and bona fide 
full-time employee* and full-time sale* 
representatives who have acted as such 
for not less than 00 days, and to 
any trust, pension, profit-sharing or 
other benefit plan for such persons and 
to the spouse or children under the age 
of 21 of any of such person*, of the par¬ 
ticular life insurance company, and its 
subsidiaries, with which the Distributor 
is so affiliated. 

All sale* will be made pursuant to a 
uniform offer described in the prospectus 
and on the written assurance that the 
purchase* were made for investment 
purpose* and that the shares would not 
be resold except upon repurchase or 
redemption on behalf of the Fund. 

Applicant* assert that the requested 
exemption to permit sales of the Funds* 
shares at no-load to the classes of per¬ 
sons described above would not be in¬ 
consistent with the purposes underlying 
section 22(d) of the Act. In addition, the 
application states that customary sell¬ 
ing expenses would not be incurred by 
the Fund or the Distributor in connec¬ 
tion with these sales. 

Section 6(c) of the Act authorizes the 
Commission by order, upon application, 
to exempt, conditionally or uncondition¬ 
ally, any transaction from any provisions 
of the Act or of any rule or regulation 
thereunder, if and to the extent that the 
Commission finds that such exemption 1* 
necessary or appropriate in the public 
interest and consistent with the protec¬ 
tion of investors and the purposes fairly 
Intended by the policy and provisions of 
the Act. 

Notice is further given that any in¬ 
terested person may. not later than De¬ 
cember 29, 1969, at 5:30 pin., submit to 
the Commission in writing a request for 
a hearing on the matter accompanied by 
a statement as to the nature of his In¬ 
terest, the reason for such request and 
tl« issues, if any, of fact or law proposed 
to be controverted, or he may request that 
he be notified if the Commission shall 


order a hearing thereon Any such com¬ 
munication should be addressed: Secre¬ 
tary. Securities and Exchange Commis¬ 
sion, Washington, D.C. 20549. A copy of 
such request shall be served personally 
or by mall (airmail if the persons being 
served are located more than 500 miles 
from the point of mailing) upon Appli¬ 
cants at the addresses stated above. Proof 
of such service by affidavit (or in case of 
an attorney at law by certificate) shall 
be filed contemporaneously with the re¬ 
quest. At any time after said date, as 
provided by Rule 0-5 of the rules and 
regulations promulgated under the Act, 
an order disposing of the application 
herein may be issued upon the basis of 
the information stated in said applica¬ 
tion, unless an order for hearing upon 
said application shall be Issued upon re¬ 
quest or upon the Commission’s own 
motion. Persons who request a hearing, 
or advice as to whether a hearing is 
ordered, will receive notice of further 
developments in the matter, including 
the date of the hearing (if ordered) and 
any postponements thereof. 

For the Commission (pursuant to dele¬ 
gated authority). 

( SEAL 1 ORVAL L. DuBOIS, 

Secretary. 

|F.R. Doc 69-14752; Filed. Dec. 11. 1969; 

8:46 n.m.l 


[70-48181 

DELMARVA POWER & LIGHT CO. 

Notice of Proposed Issue and Sale of 
Principal Amount of First Mortgage 
and Collateral Trust Bonds at Com¬ 
petitive Bidding 

December 8 . 1969. 

Notice is hereby given that Dclmarva 
Power fc Light Co. <‘Delmarva ,, >. 600 
Market Street, Wilmington. Del. 19899, 
a registered holding company and a pub¬ 
lic utility company, has filed a declara¬ 
tion with this Commission pursuant to 
the Public Utility Holding Company Act 
of 1935 (“Act") designating sections 6 
and 7 of the Act and Rule 50 promulgated 
thereunder as applicable to the proposed 
transaction. All interested persons are 
referred to the declaration, which is sum¬ 
marized below', for a complete statement 
of the proposed transaction. 

Delmarva proposes to issue and sell, 
subject to the competitive bidding re¬ 
quirements of Rule 50. $30 million prin¬ 
cipal amount of First Mortgage and Col¬ 
lateral Trust Bonds.-percent Series 

due January 1, 2000. The interest rate 
(which shall be a multiple of one-eighth 
of 1 percent ) and the price to Delmarva. 
exclusive of accrued interest (w'hich shall 
be not less than 100 percent nor more 
than 102.75 percent of the principal 
amount thereof) for the bonds will be 
determined by the competitive bidding. 
The bonds will be issued under a Mort¬ 
gage and Deed of Trust, dated October 1, 


1943, between Delmarva and The New 
York Trust Co.. Trustee (Chemical Bank 
New York Trust Co.. Successor Trustee >. 
as heretofore supplemented and as to be 
further supplemented by a 38th Supple¬ 
mental Indenture to be dated January 1. 
1970. and includes a prohibition until 
January 1. 1975. against refunding the 
issue with the proceeds of funds borrowed 
at a lower annual cost of money. 

Delmarva will apply the proceeds from 
the sale of bonds toward the cost of its 
own construction program and that of its 
subsidiary companies including the re¬ 
tirement of short-term notes and com¬ 
mercial paper issued prior to such sale, 
which notes and paper amounted to 
$9,500,000 on November 21, 1968. The 
system construction program for the 
fourth quarter 1969 and the year 1970 
is estimated at $120,990,000. 

The flllng states that the issuance of 
the bonds is subject to the approval of 
The Public Service Commission of Dela¬ 
ware and that no other State commis¬ 
sion and no Federal commission, other 
than this Commission, has Jurisdiction 
over the proposed transaction. A state¬ 
ment of the fees and expenses to be 
incurred by Delmarva in connection with 
the proposed transaction will be sup¬ 
plied by amendment. 

Notice is further given that any Inter¬ 
ested person may. not later than Janu¬ 
ary 2, 1970, request in writing that a 
hearing be held on such matter, stating 
the nature of his interest, the reasons for 
such request, and the issues of fact or 
law raised by said declaration which he 
desires to controvert: or he may request 
that he be notified if the Commission 
should order a hearing thereon. Any 
such request should be addressed: Secre¬ 
tary. Securities and Exchange Commis¬ 
sion, Washington. D.C. 20549. A copy of 
such request should be served personally 
or by mail < airmail if the person being 
served is located more than 500 miles 
from the point of mailing) upon the de¬ 
clarant at the above-stated address, and 
proof of service (by affidavit or. in case of 
an attorney at law. by certificate) should 
be filed with the request. At any time 
after said date, the declaration, as filed 
or as it may be amended, may be per¬ 
mitted to become effective as provided 
in Rule 23 of the general rules and regu¬ 
lations promulgated under the Act. or 
the Commission may grant exemption 
from such rules as provided in Rules 
20(a) and 100 thereof or take such other 
action as it may deem appropriate. Per¬ 
sons who request a hearing or advice as 
to w'hether a hearing is ordered, will re¬ 
ceive notice of further developments in 
this matter, Including the date of the 
hearing (if ordered) and any postpone¬ 
ments thereof. 

For the Commission (pursuant to dele¬ 
gated authority). 

[SEALl ORVAL L. DUBOIS. 

Secretary. 

[PR. Doc. 69-14753; Filed, Dec. 11, 1969; 

8:47 am) 
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DEPARTMENT OF LABOR 

Wage and Hour Division 

CERTIFICATES AUTHORIZING EM¬ 
PLOYMENT OF FULL-TIME STU¬ 
DENTS WORKING OUTSIDE OF 
SCHOOL HOURS AT SPECIAL MINI¬ 
MUM WAGES IN RETAIL OR SERV¬ 
ICE ESTABLISHMENTS OR IN 
AGRICULTURE 

Notice is hereby given that pursuant 
to section 14 of the Pair Labor Standards 
Act of 1938 (52 Stat. 1060. as amended. 
39 U.S.C. 201 et seq.) # the regulation on 
employment of full-time students (29 
CFR, Part 519), and Administrative Or¬ 
der No. 595 (31 F.R. 12981)* the estab¬ 
lishments listed in this notice have been 
issued special certificates authorizing the 
employment of full-time students work¬ 
ing outside of school hours at hourly 
wage rates lower than the minimum 
wage rates otherwise applicable under 
section 6 of the act. The effective and 
expiration dates are as indicated below. 
The minimum certificate rates are not 
less than 85 percent of the applicable 
statutory minimum. 

The following certificates pi*ovide for 
an allowance not to exceed the propor¬ 
tion of the total hours worked by full¬ 
time students at rates below $1 an hour 
to the total number of hours worked by 
all employees In the establishment dur¬ 
ing the base period in occupations of the 
same general classes in which the estab¬ 
lishment employed full-time students at 
wages below $1 an hour in the base 
period. 

Ann & Hope Factory Outlet. Inc., depart¬ 
ment store; Mill Street. Cumberland. R.I.; 
0-18-60 to 0-17-70. 

Eagle Stores Co., Inc., variety stores: 222 
Sunset Avenue. Asheboro, N C, 0-15-60 to 
0-14-70; 181 West Main Avenue. Gastonia. 
N.C.. 9-15-60 to 8-0-70 

Glower Brothers. Inc., department store; 
Franklin and Locust Streets, Johnstown. Pa.; 
0-14-60 to 0-13-70 

W. T. Grant Co, variety-department 
stores: No. 647. Jacksonville, Fla., 0-12-69 to 
0-11-70: No 840. JacksonvUle. Fla.. 0-11-60 
to 0-2-70; No. 683. Zion, 111., 0-18-60 to 
0-17-70; No. 793. Muriel. N J . 0-14-60 to 
0-13-70; No. 463. Brldgevllle, Pa.. 9 15 69 
to 0-14-70; No. 187. Lonsdale, Pa . 0-18-69 
to 0-17-70: No. 841. Pittsburgh, Pa , 0-16-69 
to 0-15-70. 

Hometown Super Market, faodstorr; 6850 
Bank Expressway. Marrero, La.; 0-16-60 to 

8- 15-70. 

Jitney Jungle Food Store, foods tore: 134 
Montgomery Street, Villa Kica, Ga.; 0-1369 
to 0-17-70. 

S. S. Kresge Co., variety-department stores: 
No. 651. New London. Conn.. 9-15 09 to 0-14- 
70: No, 497. Mattoon. Ill., 0-8-69 to 9-2-70; 
No. 578, Baltimore, Md , 9-18 69 to 9-17-70: 
No. 26. Springfield. Mass., 0-15-60 to 0-14-70; 
No. 550, Detroit. Mich , 0-16-69 to 0-15-70; 
Nos. 12 and 272. Flint. Mich., 0-15-69 to 0-14- 
70; No. 214, Flint. Mich., 0-16-69 to 0-16-70; 
No, 549. Lansing, Mich.. 0-14-69 to 9-13-70; 
No. 2. Port Huron, Mich.. 9-17-69 to 9-16-70; 
No. 315. Sault St* Marie. Mich.. 0-15-69 to 
0-14-70; No. 499, Traverse City, Mich., 
0-13-69 to 0-12-70; No. 658. Barberton. Ohio, 

9- 16 69 to 0-16-70; No. 240. Cleveland. Ohio. 
0-19—69 to 9-18-70; No 4567. Cleveland. Ohio, 
9-16-69 to 0-15-70; No 362. Marlon. Ohio. 


9 10 69 to 0-18-70: No. 543. Monroeville. Pa.. 
0-13-69 to 0-12-70: No. 378. Oil City. Pn.. 
0-18-69 to 0-15-70; No 4504. Beading, Pa., 
0-16-60 to 0-15-70 

8. H. Kress and Co., variety-department 
store; 218 West Main Street. Oklahoma City, 
Okia; 0-18-69 to 0-17-70. 

Latonia 5/1.00 Store, variety-store: 3025 
Winston Avenue. Covington. Ky ; 0-18-69 to 
0-17-70. 

McCrory -McLellan -Oreon Stores, variety- 
deportment stores: No, 320. Titusville. Fla., 
0-18-69 to 0-17-70. No. 428. Dalton. Oa.. 0-19¬ 
60 to 0-18-70; No. 1121. Macon. Oa.. 0-15-60 
to 0-8-70; No. 1306. Savannah. Ga.. 0-10-60 
to 0-18-70; No. 209. Valdosta. Ga.. 0-12-60 
to g-n_70; No 1202. Baltimore. Md.. 9-16-69 
to 0-16-70; No. 542, Albuquerque, N. Mex., 9- 
13-69 to 9-12-70; No. 565, Albuquerque. 
N. MeX., 0-12-69 to 0-11-70: No. 566, Farming- 
ton. N. Mex., 9-20-69 to 9-10-70: No. 45, 
Chombersburg. Pa.. 0-15-60 to 0-14-70; No. 
325. Fairies* Hills, Pa , 0-14-69 to 0-13-70; 
No. 1066. Lancaster. Pn . 0-12-69 to 0-11-70; 
No 317, York. Pn . 0-14-69 to 9-13-70: No. 161. 
Chester. 8.C.. 0-13-60 to 0-17-70; No. 322. 
Dallas. Tex., 0-15 69 to 0-14-70. 

O. C. Murphy Oo, variety -department 
store* from 9-12-69 to 0-11-70 except aa 
otherwise Indicated: Nos. 134. 147, 238, and 
267. Baltimore. Md.; No. 268. Olcn Bumle. 
Md,. No. 271. Bethlehem. Pa.; No. 108. Mer¬ 
cer. Pa (9-13-69 to 9-12-70). 

J. J. Newberry Co„ variety-department 
stores from 0-13-69 to 0-12-70 except a* 
otherwise indicated: No. 360. Alma, Mich. 
(9-12-69 to 9-11-70): No. 304. Columbia. Mo.: 
No. 226. Kennett 8quare, Pa.; No 5. Shamo- 
kln. Pn (0-11-69 to 0-10-70). 

Bose's Stores Inc., variety-department 
stores: No. 139. Wilmington. N C.. 9-16-69 to 
0-4-70; No. 42, HarUvllle, 8.C., 0 12-69 to 
0-11-70. 

Roth's Department Store, department store; 
Third and Locust Streets, BoonvUle. Iml.; 
9-20-69 to 0-10-70. 

Sunshine Department Store, department 
store; 795 Marietta Street NW . Atlanta, Oa.; 
9-15-69 to 0-14-70 

Super Duper Food Center, foods tore; South 
Third and Sayles Boulevard. Abilene, Tex.; 
0-15 69 10 0*14-70. 

Sutherland Hospital and Nursing Home, 
hospital and nursing home: 344 Hickory 
8treet, Sutherland. Nebr.; 0-15-69 to 0-14-70. 

Tynes and McPherson, Inc., variety store; 
Monttcello. Miss ; 0-12-00 to 8-11-70. 

The following certificates were issued 
to establishments relying on the base- 
year employment experience of other es¬ 
tablishments. either because they came 
into existence after the beginning of the 
applicable base year or because they did 
not have available base-year records. The 
certificates permit the employment of 
full-time students at rates of not less 
than 85 percent of the statutory mini¬ 
mum in the classes of occupations listed 
and provide for the indicated monthly 
limitations on the percentage of full¬ 
time student hours of employment at 
rates below the applicable statutory 
minimum to total hours of employment 
of all employees. 

Ann & Hope Factory Outlet. Inc., depart¬ 
ment store: 1680 Poat Road. Warwick, R.I.; 
bagger; 2 to 3 percent: 0-18-60 to 0-17-70, 

W. T. Grant Co., variety-deportment 
stores for the occupations of salesclerk, stock 
clerk, office clerk, cashier except as other¬ 
wise indicated. 7 to 10 percent except as 
otherwise Indicated, 0-18-60 to 9-17-70 ex¬ 
cept as otherwise Indicated: No. 1167, 
Evansville. Ind. (4 to 24 percent, 0 3-69 to 
0-2-70); No. 180. Baltimore, Md.: No. 1131, 


Baltimore, Md. (9-12-60 to 0-11 70) ; No 564. 
Milwaukee. Wi*. (salesclerk, office clerk. 8 to 
10 percent). 

S. S. Kresge Oo., variety-department stores 
for the occupations of salesclerk, stock clerk, 
office clerk, checker-cashier, maintenance, 
customer service, food preparation except as 
otherwise indicated: No. 4088. Colorado 
Springs. Colo.. 9 to 16 percent. 0-20 6» to 
9 10 70 (salesclerk, stock clerk, office clerk, 
checker-cashier): No. 4222, Merriam. Kans., 
5 to 10 percent. 0-13-69 to 0-12-70 (sales¬ 
clerk, stock clock, office clerk, checker- 
cashlcr): No. 433. Saginaw. Mich.. 10 per¬ 
cent, 0-14 -69 to 0-13-70; No. 4021. South- 
gate. Mich.. 10 percent. 9-14-60 to 0-13-70; 
No. 4053. Charlotte. N.C., 11 to 22 percent. 
9-15 69 to 9-2-70 (salesclerk): No. 4266. 
Cleveland. Ohio. 10 percent, 0-12-60 to 0-11- 
70; No 4013, Baytown. Tex.. 7 to 27 percent. 
0-12 60 to 9-11-70 (salesclerk); No. 4104, 
Roanoke. Va.. 14 to 25 percent. 9-18-69 to 
9-17-70 isalesclerk, stock clerk, office clerk, 
checker-cashier. maintenance, customer 
service). 

8. H. Kress and Co., variety-department 
stores for the occupations of salesclerk, stock 
clerk: 1990 Aloma Avenue, Winter Park. 
Fla . 1 to 10 percent. 0-18 69 to 0-17-70; 
1012 Peachtree Street NE., Atlanta. Oa., 0.08 
to 19 percent. 0-12-69 10 0-11-70. 

Lerner 8hops, apparel store; No. 291. Cin¬ 
cinnati. Ohio; salesclerk, cashier, credit 
clerk; 4 to 11 percent: 9-12-69 to 0-11-70. 

McCall** Oreenleaf Grocery, foodstore; 
Norman. Okla.; bagger, checker, clerk, carry¬ 
out; 19 to 31 percent; 9-18-60 to 0-17-70. 

McCrory-McLclian-Oreen Stores, variety- 
department stores for the occupations of 
salesclerk, stock clerk, office clerk except as 
otherwise indicated: No. 709. Sierra Vista. 
Ariz.. 4 to 17 percent. 0-14-69 to 0-13-70; 
No. 350. Deerfield Beach. Fla.. 13 to 27 per¬ 
cent, 0-11-69 to 0-10-70 (saleaclerk. office 
clerk): No. 359. Dalton, Oa., 7 to 24 percent, 
9-19-69 to 0-18-70: No. 557. Thomson. Oa., 
7 to 28 percent, 0-20-69 to 0-19-70; No. 354, 
8ali»bury. Md.. 1 to 10 percent. 9-14-69 to 
0-13-70 (salesclerk); No. 1072. Buccasunna, 
N.J.. 11 to 32 percent. 9-15-69 to 0-14-70: 
No. 90. Bristol. Pa., 14 to 30 percent. 0 20-69 
to 0-10-70. 

M. K. Moseft Co., variety store; No. 37, 
Dallas. Tex.; salesclerk, checker, stock clerk; 
19 to 50 percent; 0-17-60 to 0-16-70. 

O. C. Murphy Co., variety-department 
store; No. 300, Oxon HU1, Md.; salesclerk, 
office clerk, stock clerk. Janitorial: 9 to 25 
percent; 0-12-69 10 0-11-70. 

Nelsner Brothers, Inc., variety-department 
stores for the occupations of salesclerk, stock 
clerk, office clerk. 9-10-69 to 0-18-70 except 
as otherwise Indicated: No. 135. Arcadia. Fla . 
10 to 20 percent (0-16-69 to 9-15-70); No. 80. 
Deltona. Fla.. 8 to 17 percent; No. 79, South 
Miami. Fla., 17 to 20 percent. 

Fleering Food Store of West Florida, food- 
atorc; No. 3, Pensacola. Fla.; bagger, stock 
clerk, checker, market counter helper; 8 to 
18 percent; 0-14-60 to 9-13-70. 

Raylaas Department Store; variety-depart¬ 
ment store; 110-121 Main Street, High Point. 
N.C.; office clerk, salesclerk, stock clerk, 
marker. Janitorial; 0 to 31 percent; 0-12-60 to 
0-11-70. 

Rose's Stores. Inc., variety-department 
stores for the occupation of salesclerk except 
as otherwise Indicated: No. 01, Winder. Ga . 
13 to 33 percent. 9-18-69 to 9-17-70 (sales¬ 
clerk. stock clerk, checker, window trimmer, 
marker, order writer): No. 64. Durham. N.C , 
7 to 18 percent. 9-12-60 to 0-11-70; No. 118. 
Jacksonville, N.C., 10 to 26 percent, 9 5 69 to 
0-4-70 (salesclerk, office clerk, stock clerk, 
checker); No. 179. Monroe, N.C., 11 to 27 per¬ 
cent, 0-1369 toQ-17-70 (sal eacterk. checker): 
No. 136. Clarksville, Tenn , 3 to 16 percent. 
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9-17-69 to 0-16-70; No. 65. Radford. Vcl. 3 to 
10 percent. 0-17-00 to 0-16-70. 

Scltncr Brothers, Inc., department store; 
303 Federal Street. Saginaw. Mich.: sales¬ 
clerk. stock clerk, marker, office clerk; 2 to 8 
percent; 0-13-60 to 0-12-70. 

T. O. & Y. Stores Co., variety-department 
ttores for the occupations of salesclerk, stock 
cleric, office clerk. 9-18-60 to 0-17-70 except 
as otherwise Indicated; No. 780. Inverness. 
Fla.. 2 to 17 percent; No. 786. Orlando. Fla . 
2 to 17 percent; No. 152. Parkvllle. Mo., 22 to 
3t percent (0-12-60 to 0-11-70): No. 765. 
Mrmphis, Teniu 8 to 30 percent (0-17-60 to 
0-16-701: No. 819. Lubbock. Tex.. 7 to 21 
percent. 

Each certificate lias been Issued upon 
the representations of the employer 
which, among other things, were Lhat 
employment of full-time students at spe¬ 
cial minimum rates is necessary to pre¬ 
vent curtailment of opportunities for em¬ 
ployment. and the hiring of full-time 
students at special minimum rates will 
not create a substantial probability of 
reducing the full-time employment op¬ 
portunities of persons other than those 
employed under a certificate. The cer¬ 
tificates may be annulled or withdrawn, 
as indicated therein. In the manner pro¬ 
vided in Part 528 of Title 29 of the Code 
of Federal Regulations. Any person ag¬ 
grieved by the issuance of any* of these 
certificates may seek a review or recon¬ 
sideration thereof within 30 days after 
publication of this notice in the Federal 
Register pursuant to the provisions of 
29 CFR 519.9. 

Signed at Washington. D.C., this 5th 
day of December 1969. 

Robert O. Gronewald. 

Authorised Representative 
of the Administrator. 

IP.R. Doc. 69-14766: Filed. Dec. II, I960; 

8:48 un.| 


INTERSTATE COMMERCE 
COMMISSION 

FOURTH SECTION APPLICATIONS FOR 
RELIEF 

December 9, 1969. 

Protests to the granting of an applica¬ 
tion must be prepared in accordance with 
Rule 1100.40 of the general rules of prac¬ 
tice (49 CFR 1100.40) and filed within 
15 day's from the date of publication of 
this notice in the Federal Register. 

Long-and-8hort Haul 

FSA No. 41817— Boxes , fiberboard from 
Roydale. Colo., and Oshkosh , Wis. Filed 
by Southwestern Freight Bureau, agent 
<No. B-101), for interested rail carriers. 
Rates on boxes, fiberboard in carloads, as 
described in the application, from Roy- 
dale, Colo., and Oshkosh, Wis., to spec¬ 
ified points in southwestern territory. 

Grounds for relief—Market competi¬ 
tion, short-line distance formula and 
grouping. 

Tariff—Supplement 21. to Southwest¬ 
ern Freight Bureau, agent, tariff ICC 
*& 48 . 


FSA No. 41818—Ccmenf from Atco 
and Houston , Tex. Filed by Southwest¬ 
ern Freight Bureau, agent (No. B-113), 
for interested rail carriers. Rates on ce¬ 
ment, white Portland or white masonry, 
in carloads, as described in the applica¬ 
tion. from Atco and Houston. Tex., to 
points in Alabama, Florida, Georgia. 
Kentucky, Louisiana. Mississippi, North 
Carolina. South Carolina. Tennessee, and 
Virginia. 

Grounds for relief—Market competi¬ 
tion. 

Tariff—Supplement 28 to Southwest¬ 
ern Freight Bureau, agent, tariff ICC 
4825. 

FSA No. 41819— Sodium <soda) c/t/o- 
ratc to Courtland and Robertson . Ala. 
Filed by Southwestern Freight Bureau, 
agent (No. B-108), for Interested rail 
carriers. Rates on sodium (soda) chlo¬ 
rate. in shipper-owned covered hopper 
cars, in carloads, as described in the ap¬ 
plication, from Lake Charles. La., to 
Courtland and Robertson, Ala. 

Grounds for relief—Market competi¬ 
tion. 

TarlfT—Supplement 187 to Southwest¬ 
ern Freight Bureau, agent, tariff ICC 
4668. 

FSA No. 41820— Soda ash from Wyo¬ 
ming to points In southwestern and 
western trunkline territories. Filed by 
Western Trunk Line Committee, agent 
(No. A-2606). tor interested rail car¬ 
riers. Rates on soda ash. in carloads, as 
described in the application, from Al- 
chem. Stauffer, and Wcstvaco. Wyo.. to 
specified points in Illinois, Iowa. Louisi¬ 
ana. Minnesota. Missouri, and Texas. 

Grounds for relief—Rate relationship. 

Tariffs—Supplements 304 and 111 to 
Western Trunk Line Committee, agent, 
tariffs ICC A-4411. and A-4374. respec¬ 
tively. and Supplement 30 to Southwest¬ 
ern Freight Bureau, agent, tariff ICC 
4832. 

FSA No. 41821—Fresh meats and pack¬ 
inghouse products from Liberal. Kans. 
Filed by Western Trunk Line Committee, 
agent (No. A-2067), for interested rail 
carriers. Rates on fresh meats and 
packinghouse products. In carloads, as 
described In the application, from Lib¬ 
eral, Kans., to specified points in south¬ 
ern territory. 

Grounds for relief—Market competi¬ 
tion. short-line distance formula and 
grouping. 

Tariff—Supplement 53 to Western 
Trunk Line Committee, agent, tariff ICC 
A-4660. 

FSA No. 41822— P has photic fertilizer 
solution to Hedges . Wash. Filed by North 
Pacific Coast Freight Bureau, agent (No. 
69-7 >. for and on behalf of Union Pacific 
Railroad Co. Rates on phosphatlc fer¬ 
tilizer solution in tank carloads, as de¬ 
scribed in the application from Silver 
Bow. Mont., to Hedges, Wash. 

Grounds for relief—Rate relationship. 

FSA No. 41823— Methylene chloride 
from Louisiana and Texas. Filed by 
Southwestern Freight Bureau, agent (No. 
B-lll) for and on behalf of Chicago & 
Eastern Illinois Railroad CP. and other 
carriers named in the application. Rates 
on methylene chloride, in tank carloads, 
as described in the application, from 


specified points in Louisiana and Texas 
to Chicago. Ill., and points taking same 
rates, also Lemont, Ill. 

Grounds for relief—Related com¬ 
modity relationship. 

Tariffs—Supplements 187 and 249 to 
Southwestern Freight Bureau, agent, 
tariffs ICC 4668 and 4564, respectively. 

By the Commission. 

f seal 1 H. Neil Oarson, 

Secretary. 

IP.R. Doc. 69-14553; Plied. Dec. 11, I960, 
8:45 a m.\ 


(Notice 0561 

MOTOR CARRIER TEMPORARY 
AUTHORITY APPLICATIONS 

December 8.1969. 

The following are notices of filing of 
applications for temporary authority 
under section 210a(&> of the Interstate 
Commerce Act provided for under the 
new rules of Ex Parte No. MC-87 <49 
CFR Part 1131), published in the Fed¬ 
eral Register, Issue of April 27. 1965, 
effective July 1.1965. These rules provide 
that protests to the granting of on ap¬ 
plication must be filed with the field offi¬ 
cial named in the Federal Register pub¬ 
lication. within 15 calendar days after 
the date of notice of the filing of the 
application is published in the Federal 
Register. One copy of such protests mast 
be served on the applicant, or its author¬ 
ized representative, if any. and the pro¬ 
tests must certify that such service has 
been made. The protests must be specific 
ns to the service which such protestant 
can and will offer, and must consist of a 
signed original and six copies. 

A copy of the application is on file, and 
can be examined at the Office of the 
Secretary, Interstate Commerce Com¬ 
mission, Washington, D.C., and also in 
field office to which protests are to be 
transmitted. 

Motor Carriers or Property 

No. MC 730 (Sub-No. 318 TA). filed 
N ovemb er 28. 1969. Applicant: PACIFIC 
INTERMOUNTAIN EXPRESS CO.. 1417 
Clay Street, Oakland. Calif. 94604. Appli¬ 
cants representative: Earl J. Brooks. 
Post Office Box 958. Oakland. Calif. 
94604. Authority sought to operate as a 
common carrier , by motor vehicle, over 
regular routes, transporting: General 
commodities (except those of unusual 
value, classes A and B explosives, house¬ 
hold goods as defined by the Commission, 
commodities in bulk and those requiring 
special equipment), serving the National 
Lead Co. plantsite. approximately 12 
miles north of Timplc, Tooele County, 
Utah, as an off-route point in connection 
with carrier's regular-route operations 
to and from Salt Lake City, Utah, for 180 
days. Note: Applicant intends to tack 
with MC 730, at Oakland and Los 
Angeles, Calif., and Denver, Colo., and 
points cast thereof, among other points. 
Supporting shipper: National Lead Co., 
Traffic Department. Ill Broadway. New 
York, N.Y. 10006. Send protests to: Dis¬ 
trict Supervisor Wm. E. Murphy, Inter¬ 
state Commerce Commission, Bureau of 
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Operations, 450 Golden Gate Avenue, 
Box 36004, San Francisco. Calif. 04102. 

No. MC 30844 «Sub-No. 304 TA>. filed 
December 2, 1969. Applicant: KROBUN 
REFRIGERATED XPRESS, INC.. Post 
Office Box 5000. Waterloo. Iowa 50704. 
Applicant's representative: Paul Rhodes 
• same address as above). Authority 
sought to operate as a common carrier , 
by motor vehicle, over irregular routes, 
transporting: Meat products, from 

Quakertown, Pa., to Waterloo. Iowa, and 
points in Missouri, for 180 days. Sup¬ 
porting shipper: E. W. Knauss k Sons, 
Inc.. Quakertown. Pa. 18951. Send pro¬ 
tests to: District Supervisor Chas. C. 
Biggers, Interstate Commerce Commis¬ 
sion, Bureau of Operations, 332 Federal 
Building. Davenport, Iowa 52801. 

No. MC 51146 «Sub-No. 152 TA>. fi led 
December 1,1969. Applicant : SCHEIDER 
TRANSPORT k STORAGE. INC., 817 
McDonald Street. Green Bay. Wls. 
54306. Applicant's representative: D. J. 
Scheider • same address as above). 
Authority sought to operate as a com¬ 
mon carrier, by motor vehicle, over ir¬ 
regular routes, transporting: (1) Marine 
propulsion equipment, <2) snotc vehicles, 
(3) accessories, equipment, components, 
parts and related articles for the com¬ 
modities described in (1) and <2> above, 
and <4) advertising material and pre¬ 
miums, and materials, equipment, sup¬ 
plies and paraphernalia used in or In con¬ 
nection with the manufacture, sale, and 
distribution of the commodities described 
in (1), (2), and <3>, above from the 
plant and warehouse sites of the Kiek- 
haefer Mercury Division of Brunswick 
Corp. near Fond du Lac.. Wis.. to points 
in the United States, except Alaska and 
Hawaii. (1) return shipments of the 
commodities described above, and mate¬ 
rials, equipment and supplies used in or 
in connection with the manufacture, 
sale and distribution of the commodities 
described in paragraphs (1), <2), and 
(3) above, and in plant construction, 
from points in the United States, except 
Alaska and Hawaii to the plant and 
warehouse sites of the Kelkhaefer Mer¬ 
cury Division of Brunswick Corp. at 
Cedarburg and Oshkosh. Wis.. and near 
Fond du Lac. Wis.. for 180 days. Sup¬ 
porting shipper: Ktekhaefer Corp., Fond 
du Lac, Wis. < Robert C. Andcregg. Con¬ 
troller). Send protests to: District 
Supervisor Lyle D. Heifer, Interstate 
Commerce Commission. Bureau of Oper¬ 
ations. 135 West Wells Street, Room 807, 
Milwaukee, Wis. 63203. 

No. MC 113267 (Sub-No. 224 TA>. filed 
December 2, 1969. Applicant: CENTRAL 
k SOUTHERN TRUCK LINES, INC., 
312 West Morris Street. Caseyville, HI. 
62232. Authority sought to operate as a 
common carrier, by motor vehicle, over 
irregular routes, transporting: Meats, 
meat products and meat byproducts and 
articles distributed by meat packing¬ 
houses, as defined in sections A and C 
of appendix I to the report in Descrip¬ 
tions in Motor Carrier Certificates, 61 
M.C.C. 209 k 766, except commodities in 
bulk, in tank vehicles, and hides, from 
Omaha. Nebr.-Council Bluffs, Iowa, com¬ 
mercial zone to points in Louisiana, for 


180 days. Supporting shipper: Beef- 
land International, Inc., Council Bluffs, 
Iowa 55501. Send protests to: Harold C. 
Jolllff, District Supervisor. Interstate 
Commerce Commission. Bureau of Op¬ 
erations, Room 476. 325 West Adams 
Street, 8pringfield. HI. 62704. 

No. MC 113678 < Sub-No. 368» (Correc¬ 
tion). filed November 20, 1969. published 
in the Federal Register issue of Decem¬ 
ber 4. 1969, and republished in part, as 
corrected this issue. Applicant: CURTIS. 
INC., Post Office Box 16004. Stockyards 
Station, Denver, Colo, 80216. Applicant’s 
representative: Oscar Mandel »same ad¬ 
dress as above). Note: The purpose of 
this partial republlcatton is solely to 
include the States of Delaware, Maine, 
Maryland. Massachusetts, New Hamp¬ 
shire. New Jersey, and New York, to the 
destination territory, which States were 
inadvertently omitted in the previous 
publications. The rest of the application 
remains as previously published. 

No. MC 115181 «Sub 15 TA), filed De¬ 
cember 1. 1969. Applicant: HAROLD M. 
FELTY, INC., Rural Delivery No. 1, 
Pine Grove. Pa. 17963. Applicant's repre¬ 
sentative: John W. Dry. 541 Penn Street, 
Reading. Pa. 19601. Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Concrete masonry units, including 
glazed concrete masonry units, on vehi¬ 
cles equipped with mechanical unloading 
devices, from the township of Limerick. 
Montgomery County, Pa., to points in 
Connecticut, Delaware, Maryland. Rhode 
Island. Massachusetts, New Jersey. New 
York. Virginia, and the District of 
Columbia, for 150 days. Supporting ship¬ 
per: Universal Concrete Products Co.. 
Ridge Pike, Route 422, Limerick, Pa. 
Send protests to: Paul J. Kenwortli, 
District Supervisor, Interstate Commerce 
Commission, Bureau of Operations. 309 
UJ3. Post Office Building, Scranton. Pa. 
18503. 

No. MC 117565 (Sub-No. 23 TA). filed 
December 1, 1969. Applicant: MOTOR 
SERVICE COMPANY, INC., 237 South 
Fifth Street, Coshocton. Ohio 43812. Ap¬ 
plicant's representative: Louis J. Amato. 
Central Building. 1033 State Street, 
Bowling Green. Ky. 42101. Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Module and/or modular 
units, from the plantsite of Designed 
Facilities Corp. located in Delaware 
County. Ohio, to points in Pennsylvania, 
New Jersey. New York, and Michigan, 
and special purpose carriers used in the 
transportation of module and/or mod¬ 
ular units, from points in Pennsylvania, 
New Jersey. New York, and Michigan to 
the plantsitc of Designed Facilities Corp. 
located in Delaware County. Ohio, for 
180 days. Supporting shipper: Designed 
Facilities Corp.. South 26th Street and 
Buckeye Avenue, Newark. Ohio. Sup¬ 
porting shipper: Arthur M. Culver, Jr., 
District Supervisor. Interstate Com¬ 
merce Commission. Bureau of Opera¬ 
tions, 255 Federal Building and U.S. 
Courthouse. 85 Marconi Boulevard, Co¬ 
lumbus. Ohio 43215. 


No. MC 119988 (Sub-No. 28 TA>. filed 
December 2. 1969. Applicant: GREAT 
WESTERN TRUCKING CO.. INC.. High¬ 
way 103 East, Post Office Box 1384, Luf¬ 
kin. Tex. 75901. Applicant's representa¬ 
tive: Bennie Haskins (same address as 
above). Authority sought to operate as 
a common carrier, by motor vehicle, over 
irregular routes, transporting: News¬ 
print, from points in Angelina County, 
Tex., to points In Kansas and Oklahoma 
City, Tulsa and Sapulpa. Okla., and 
points In their respective commercial 
zones, and points on U.S. Highway 77 
(Interstate 35) , between the Texas-Okla¬ 
homa State line and Oklahoma City, for 
180 days. Note: Applicant does not in¬ 
tend to tack with existing authority. Sup¬ 
porting shipper: Southland Paper Mills, 
Inc., Post Office Box 149 (A. Q. Elliott, 
Traffic Manager). Lufkin, Tex. 75901. 
Send protests to: District Supervisor 
John C. Red us. Interstate Commerce 
Commission, Bureau of Operations, Post 
Office Box 61212, Houston. Tex. 77061. 

No. MC 134112 iSub-No. 1 TA), filed 
December 1. 1969. Applicant: ALLEN k 
SPITTLER. INC.. 3204 South 121 Street, 
Omaha. Nebr. 68144. Authority sought 
to operate as a contract carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: (1) Hides, pelts, skins, switches or 
tails, and pieces thereof, from the plant- 
site and warehouse facilities of Lacka¬ 
wanna of Omaha. Inc., at Omaha. Nebr., 
to points in the United States in. east and 
north of the States of Michigan. Ohio, 
West Virginia, and Virginia, and to points 
in Wisconsin, and Chicago. HI.. New Or¬ 
leans. La., and San Francisco, Calif.: 
(2) Such commodities as are used by or 
dealt In by processors and distributors 
of commodities named in above, 

(a) from destinations named in "(1)" 
above, to the plantsite or warehouse fa¬ 
cilities of Lackawanna of Omaha, Inc., 
for 150 days. Supporting shipper: Lacka¬ 
wanna of Omaha. Inc., 2420 Z Street. 
Omaha. Nebr. 68107. Send protests to: 
K. P. Kohrs. District Supervisor. Inter¬ 
state Commerce Commission, Bureau of 
Operations. 705 Federal Office Building. 
Omaha, Nebr. 68102. 

No. MC 134174 TA. filed Novem¬ 
ber 26. 1969. Applicant: CARL EDWIN 
CLOUD, JR, doing business as DAISY 
TRANSPORT. 2488 Ridgeway Drive. 
Doraville, Oa. 30040. Applicant's repre¬ 
sentative: Monty Schumacher, Suitc 
310, 2045 Peachtree Road. N.E., Atlanta 
Oa. 30309. Authority sought to operate 
as a common carrier, by motor vehicle, 
over Irregular routes, transporting: 
Commodities consisting primarily o! 
radio and television sets and equipment, 
amplifying, audio, and recording de¬ 
vices, electrical appliances and batteries, 
and related electronic articles and com¬ 
ponents, between railroad loading and 
unloading ramps in Atlanta, Ga., on the 
one hand. and. on the other, the site of 
the warehouse of the Panasonic Division 
of Matsushita Electric Corp. of America 
located near Beaver Ruin Road. Gwin¬ 
nett Couny, Duluth, Oa.. limited to 
shipments In trailers or empty trailers 
having a prior or subsequent movement 
in interstate or foreign commerce by 
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railroad in TOFC or piggyback service, 
for 180 days. Notk: Applicant states that 
the above-described commodities are 
manufactured or distributed by or for 
Matsushita Electric Corp. of America 
and affiliated corporations and sup¬ 
pliers. and imported into the United 
States, and shipped from the points of 
importation by TOFC or piggyback 
service to Atlanta. Oa., for transship¬ 
ment to the warehouse in Gwinnett 
County. Ga.. and for the reverse move¬ 
ment of the empty trailers to Atlanta. 
Ga. Supporting shipper: The Panasonic 
Division. Matsushita Electric Corp. of 
America. 1 Meca Way. Duluth. Ga. Send 
protests to: William L. Scroggs, District 
Supervisor, Interstate Commerce Com¬ 
mission. Bureau of Operations. Room 
309. 1252 West Peachtree Street NW., 
Atlanta. Ga. 30309. 

By the Commission. 

(seal] H. Neil Garson. 

Secretary. 

[PR Doc. ©9-14781: Piled. Dec. 11. 1989; 

8:47 am.l 


(Notice 4591 

MOTOR CARRIER TRANSFER 
PROCEEDINGS 

December 9.1969. 

Synopses of orders entered pursuant 
to section 212(b) of the Interstate Com¬ 
merce Act. and rules and regulations pre¬ 
scribed thereunder (49 CFR Port 1132), 
appear below: 

As provided in the Commission's spe¬ 
cial rules of practice any interested per¬ 
son may file a petition seeking recon¬ 
sideration of the .following numbered 
proceedings within 20 days from the date 
of publication of this notice. Pursuant to 
■section 17 (8 > of the Interstate Commerce 
Act the filing of such a petition will 
postpone the effective date of the order 
in that proceeding pending its disposi¬ 
tion. The matters relied upon by peti¬ 
tioners must be specified in their petitions 
with particularity. 

No. MC-FC-71712. By order of Novem¬ 
ber 28, 1969. the Motor Carrier Board 
approved the transfer to Brubaker 
Transfer, Inc.. Eureka, Ill., of the op¬ 
erating rights in permits Nos. MC-123379 
* Sub-No. 1) and MC-123379 (Sub-No. 3) 
issued November 8. 1961. and May 16. 
1969. respectively, to Denver Richard 


Brubaker, doing business as Brubaker 
Transfer. Eureka. HI., authorizing the 
transportation, over irregular routes, of 
machined wooden component ports for 
store-display fixtures, from Center. 
Tex., to Metamora, Ill., and new display 
cases and store fixtures from Metamora. 
XI1 M to points in Connecticut. Florida. 
Georgia. Indiana. Iowa, Kansas, Colo¬ 
rado, Kentucky. Louisiana, Maryland. 
Massachusetts. Michigan, Minnesota. 
Missouri. Nebraska. New York. North 
Carolina, Ohio. Oklahoma, Pennsylvania. 
Tennessee. Texas, West Virginia, and 
Wisconsin for a named shipper or con¬ 
signee. Samuel G. Harrod. 106 & East 
Centre Street, Eureka. HI. 61530, attor¬ 
ney for applicants. 

No. MC-FC-71723. By order of No¬ 
vember 28. 1969, the Motor Carrier 
Board approved the transfer to Larry's 
Express. Inc., Tomah. Wis.. of permit 
No. MC-128860 issued October 11. 1967, 
to Ben Larry, doing business as Larry's 
Express. Tomah. Wis., authorizing the 
transportation of malt beverages and 
related advertising materials, and pre¬ 
miums, and malt beverages dispensing 
equipment, in mixed loads with malt 
beverages, from Denver. Colo.; St. Louis. 
Mo.: La Crosse. Wis.; Chicago, ni.; 
South Bend. Ind.; Detroit. Mich.: New 
York, N.Y.; and Newark. NJ.; to Min¬ 
neapolis, Minn., and from Denver. Colo.; 
St. Louis, Mo.: La Crosse. Wis,; South 
Bend. Ind.; Detroit, Mich.; New York, 
N.Y.; and Newark. NJ. # to Long Lake. 
Minn. Edward Solie, 4513 Vernon Boule¬ 
vard, Madison, Wis. 53705. attorney for 
applicants. 

No. MC-FC-71742. By order of No¬ 
vember 28. 1969, the Motor Carrier 
Board approved the transfer to Robert 
D. Melton, doing business as Hopkins 
Bus Lines, Wichita, Korn., of the certifi¬ 
cate in No. MC-107071 issued May 6, 
1947. to Roy M. Hopkins, doing business 
as Roy M. Hopkins Bus Line. Anthony. 
Kans. 67003. authorizing the transpor¬ 
tation of passengers and their baggage 
and express, mail, and newspapers, in 
the same vehicle with passengers over 
regular routes between Wichita. Kans., 
and Weatherford. Ok!a., serving all 
intermediate points. Patrick L. Dou¬ 
gherty. 444 North Market Street. Wichita, 
Kans. 67201. attorney for transferee. 

No. MC-FC-71745. By order of No¬ 
vember 28, 1969. the Motor Carrier 
Board approved the transfer to Central 


8tone Co., a corporation, Huntington. 
Mo., of the operating rights in certifi¬ 
cate No. MC-123803 issued March 20. 
1962, to Leonard Cullifer. Sheibina. Mo., 
authorizing the transportation of road 
construction materials and buildings 
supplies, in bulk, in dump vehicles, ex¬ 
cluding cement originating at points of 
production, between points in Clark, 
Lewis. Marion. Ralls, Pike. Lincoln. 
Audrain, Monroe. Shelby, Knox. Scot¬ 
land, Adair, and Macon Counties, Mo., 
on the one hand, and, on the other, 
points in Lee County, Iowa, and points 
in Adams (except Quincy. HI., and points 
in the commercial zone thereof), Han¬ 
cock and Pike Counties. HI., and between 
points in Lee County. Iowa, on the one 
hand, and, on the other, points in 
AdAms, Hancock, and Pike Counties, HI. 
Thomas P. Rose, Jefferson Building. 
Jefferson City. Mo. 65101, attorney for 
applicants. 

No. MC-FC-71746. By order of Novem¬ 
ber 28, 1969. the Motor Carrier Board 
approved the transfer to H & S Ware¬ 
house, Inc., Fairbanks, Alaska, of the 
operating rights In certificate No. MC- 
118475 (Sub-No. 2) issued May 5. 1964, 
to Everett W. Hepp and Francis X. 
Chapados, a partnership, doing business 
as H & S Warehouse Association, Fair¬ 
banks, Alaska, authorizing the trans¬ 
portation of general commodities, with 
usual exceptions, between Valdez and 
Fairbanks, Alaska, on the one hand. and. 
on the other, points in Alaska, except 
points on the Kenai Peninsula south of 
an imaginary line running east-west 
through Girdwood. Alaska, and except 
points east of an imaginary line consti¬ 
tuting a southward extension of the 
United States (Alaska)-Canadian 
(Yukon Territory) boundary line, other 
than Haines, Alaska, and household 
goods, as defined by the Commission, 
between points in Alaska, except points 
cast of an imaginary line constituting a 
southward extension of the United 
States (Alaska)-Canadian (Yukon Ter¬ 
ritory) boundary line, other than Haines 
and Juneau, Alaska. Lloyd I. Hoppncr, 
Post Office Box 516, Fairbanks. Alaska 
99701, attorney for applicants. 

(seal] H. Neil Garson. 

Secretary. 

|FR. Doc. 89 14762; Filed, Dec 11. 1989; 

8:47am | 
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